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GENERAL INFORMATION _ 


BUSINESS TRANSACTIONS WITH 
THE COMPANY 

Our aim is to render a service that will 
be satisfactory to our customers, though 
difficulties will sometimes occur despite all 


our efforts to avoid them. On page one’ 


is shown information regarding the plac- 
ing of long distance calls, securing num- 
bers not listed in the directory, reporting 
telephones out of order and making emer- 
gency calls. Other matters, including 
business transactions, should be taken up 
with the business office either by tele- 
phone, personal visit or letter. 
BUSINESS OFFICE 

36 Probart Street, Brevard, 

North Carolina, Telephone TUr- 

ner-3-151 | } 
SERVICE APPLICATIONS, CHANGES 
AND DISCONTINUANCES | 

Applications for new service, changes, 

additions and discohtinuances of service 
should be handled through our business 
office. A telephone call will, in almost 
every case, enable you to transact busi- 
ness promptly and satistactorily. 


BILLS AND PAYMENTS 


Bills are rendered on the Ist of each 
month, for local service in advance, for a 
one-month period from date of bill, and 
for long distance service for a one-month 
period to the 20th of the month preced- 


ing the month the bill is rendered for local © 


service. Bills may be paid by mail or in 
person at our business office, 36 Probart 
Street, Brevard, North Carolina. 
TARIFFS 

Tariffs which show rates, rules and reg- 
ulations for telephone service and facilities 
are on file with the North Carolina Util- 
ities Commission, and are available for 
public inspection at our business office. 
TELEPHONE NUMBERS 

The subscriber has no property right in 


the telephone number, and the Company - 


reserves the right to change the call num- 
ber or the central office designation as- 
sociated with such number whenever it is 
deemed desirable in the conduct of its 
business. 
MAINTENANCE 

All ordinary expense of maintenance 
and repair, unless otherwise specified in 
the Company's schedules, is to be borne 
by the Company. If any instrument or 
piece of apparatus is destroyed or in- 
jured, otherwise than by unavoidable ac- 
cident, the subscriber is to pay the actual 


cost of replacing or restoring the same 
to its original condition. 
ATTACHMENTS TO TELEPHONES 

To render satisfactory service, it is im- 
portant that the Telephone Company tur- 
nish and maintain all apparatus and equip- 
ment connected with its lines. Except as 
provided in the tariffs, no line, instrument, 
appliance or apparatus not furnished by 
the Telephone Company shall be con- 
nected with, attached to or in any way 
used in connection with facilities of the 


Telephone Company. 
INTERRUPTION OF SERVICE 

If the service is interrupted, otherwise 
than by negligence or wilful act of the 
subscriber, the only liability of the Com- 
pany shall be to abate charges during the 
period such interruption continues, atter 
forty-eight (48) hours’ written notice 
thereof to the Company. : 
RESPONSIBILITY FOR MESSAGES 

Subscribers are responsible for all 
charges for messages originating from or 
reversed to their telephones. 


TELEPHONE DIRECTORIES © 

Loss of time and inconvenience by call- 
ing wrong numbers can be avoided if you 
consult the current directory before Bae. 
ing a call, | 

Between directory issues certain num- 
bers do not appear in the current directory 
due to changes and new installations. 
These numbers may be secured by calling 
"Information". ie 

The use of any auxiliary covers, tabs, 
stickers, inserts or other matter in connec- 
tion with telephone directories, without 
the consent ot the Telephone Company, 
is prohibited. | 

Every effort is made to have listings ab- 
solutely correct. However, this Company 
is not liable for damages arising from 
errors or omissions in free listings. Its 
liability in the case of paid listings shall 
not exceed the charge for such listings 
during the life of this directory. 
TELEGRAMS BY TELEPHONE 

Telegrams may be transmitted to and 
received from the telegraph office by tele- 
phone. To send a telegram or cablegram, 
call Western Union Telegraph Company, 
TUrner 3-411. By arrangements with 
the Telegraph Company, any telephone 
subscriber may have charges for messages 
received or sent by telegraph charged to 
his telephone and collected with his tele- 
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INSTRUCTIONS FOR USING THE DIAL TELEPHONE 


IN BREVARD — ROSMAN, NORTH CAROLINA 


~ OBTAIN THE CORRECT NUMBER 
- FROM THE DIRECTORY 


Before making a call, make sure you — 


have the correct number as listed in the 

current telephone directory. If the per- 

son, or firm, is not listed, dial ''113'’ and 
ask "Information" for the number. 


LISTEN FOR THE DIAL TONE 


Remove the receiver and listen for the 
"Dial Tone". The ‘Dial Tone’ is a 
steady humming sound which will be heard 
as soon as the equipment is ready for the 


call. DO NOT BEGIN TO DIAL BEFORE ~ 


_ YOU HEAR THIS TONE. 


DIALING INSTRUCTIONS FOR 
ROSMAN EXCHANGE 


In order to place a call from the Ros- 
~ man exchange to the Brevard Exchange or 
- visa versa dial as follows: | 
4 To call Rosman from Brevard dial 114 

then dial the Rosman number as 
listed. If the number is not listed, the 
correct number can be obtained by 
dialing "Information", | 13. 
To call Brevard from Rosman dial 88 
then dial the Brevard number as 
listed. If the number is not listed, the 
correct number can be obtained by 
dialing 88 then dialing ‘'Informa- 
Hon 1132). ‘ 
If a Rosman subscriber wishes to re- 
port a telephone out of order dial 88 
then dial "Repair Service”, 112. 
If a Rosman subscriber wishes to 
place a long distance call (which 
would be any call outside the Rosman 
or Brevard Exchanges} dial ''Oper- 
ator’ on the dial and place the call. 
‘When passing your number to the 
long distance operator be sure to tell 
her ''UNion" ie with the number. 
“UNion" (or the name prefix of your 
number) is a definite part of your 
number and should always be listed 
on any stationery, advertising mate- 
erials, and etc. 


"RINGING" AND "BUSY" SIGNAL 
_ Within a few seconds after you have 
completed the dialing, either the ringing 
- signal or the busy signal should be heard. 
: The ringing signal is a faint, intermittent 


‘Brevard, N. C. 


_"burring'’ sound which indicates the bell 


of the called telephone is ringing. Hf, 
atter hearing the signal repeated for a 
reasonable length of time, you obtain no 
answer, hang up your receiver and call 
again later. 

The busy signal is a rapid “buzz-buzz- 
buzz'' sound and is heard when the line 
you are calling is in use. When you hear 
the busy signal, hang up your receiver and 
call again later. 

If you do not hear either the busy signal 
or the ringing signal, replace the receiver 
a few seconds and try the call again. Hf, 
after several attempts you do not hear 
either the busy or ringing signal, dial ‘| 12" 
and explain the condition to the operator. 


REPLACE THE RECEIVER AFTER YOU 
HAVE FINISHED EACH CALL 


The dial service connection is controlled 
by the calling subscriber. The equipment 
is restored to normal when the calling sub- 
scriber replaces the receiver on the tele- 
phone. 

If a second call is desired, it can be 
made after the receiver has been replaced 
for a few seconds. 


SPECIAL INSTRUCTIONS FOR CALL- 
ING ANOTHER PARTY ON YOUR © 
PARTY LINE 


If you wish to call a subscriber who is 
on the same party line as yourself, dial 
his number as it is listed in the directory. 
lf the first four digits of the party's num- 
ber you wish to call is the same as the 
first four digits of your number, then he is 
on the same party line as yourself. For 
example, TUrner-2-1231 and TUrner-2- 
[232 are onthe same line. When you have 
finished dialing the subscriber's number, 
you will hear the busy signal. Now replace 


your receiver for a few seconds in order 


to permit the called party's telephone to 
tring. Then remove your receiver and 
after the called party answers start your 
conversation. If the called party does not 
answer, replace your receiver-and this will 
clear your line. 

If you require any assistance in the op- 
eration of your new dial system, stop by 
the Business Office for a personal dem- 


_ onstration, or the Telephone Company will 


be glad to send a representative to your 
home to give you any assistance you desire. 


ALPHABETICAL LISTINGS OF — 
CITIZENS TELEPHONE COMPANY | 


BREVARD —ROSMAN, N. C. 


A 


A&P Grocery 4 E Jordan st...... TUrner-2-2821 
Abercrombie D T r 357 S Broad st. TUrner-3-2361 
Abercrombie George D r Minor st. . TUrner-2-1591 
ABERCGROMBIE’S HOME FURNISHINGS 


1LO2-N Broad staan TUrner-2-5421 
Adams Nelson F r 

E French Broad st........ TUrner-2-2782 
AhrensEB r Wilson dr.......... TUrner-2-5861 
Aiken G@ M ¢ Pickens Highway...... UNion-2-7538 


Aiken Hattie Miss r 212 E Main st. TUrner-3-3892 
Aiken Roy L r Pickens Highway... .UNion-2-7533 
Aiken Sue Mrs r 224 E Main st... TUrner-2-4741 
Alderman Jimmy r Forest Hills. ...TUrner-3-1703 
Alexander Birt W r Asheville Hwy. TUrner-3x1582 
Alexander J Lewis r Turnpike rd... TUrner-2-3182 
Alexander Jack r 

Sapphire Manor Apt-L-1....TUrner-2-6551 
ALL STATE INSURANCE 

Pisgah: Forest %.2.0 20 ALG TUrner-2-6681 
Allen Bradford Mrs r Rice st..... TUrner-2-5941 
Allen Paul Mrs r Greenville Hwy... TUrner-3-3371 
Allison Alfred Mrs r 

300 W Probart st......... TUrner-2-6431 


Allison Clarence L r Pisgah Forest. TUrner-2-5151 - 


Allison Dorothy r 


Hendersonville Hwy........ TUrner-2-2891 
Allison E Carl r Cherryfield........ UNion-2-7163 
Allison Gerald r Rosman Highway. . TUrner-3-1204 
Allison HL r Greenville Hwy...... TUrner-2-4051 
Allison J M r 316 W Probart st... TUrner-2-6941 
Allison J M Jr r 40 Park av....... TUrner-2-6051 
Allison P A r Boyleston rd... 2.2... TUrner-2-2073 


Alyea Harold r 270 Maple st..... TUrner-2-3784 
American Legion Building 


55-E- Jordan: st... .% ee TUrner-3-2311 
American Red Cross 12 S Broad st. TUrner-2-4811 
If-no: answer diati':. cose oe: TUrner-2-5231 

lf nNozanswersdial ses. se. TUrner-3-4032 


Anders EE r Hannah Ford rd..... TUrner-2-2605 
Anderson Ed M ofc Times Arcade. . TUrner-2-4111 
Residence Maple Apt 2....... TUrner-3-1731 
Anderson John I ofc Times Arcade. TUrner-2-4111 
Residence 229 W Jordan st... .TUrner-2-2641 
Anderson B r E French Broad st. TUrner-3-4031 
Andrews RF r Grove Circle....... TUrner-3-3772 
Ann‘s Beauty Bar 26 E Jordan st. . TUrner-2-3821 
Archeibald Philip L r Pisgah Forest. TUrner-2-5471 
Ard Ligon B r Country Club rd... . TUrner-2-1334 
Armfield Ira ofc Times Arcade... .TUrner-2-4111 
Residence 412 S Caldwell st... TUrner-3-3751 
Arrowood Ben F r¢ Carolina av..... TUrner-3-3294 
Arvidson Samuel E r 
“419 S Caldwell st.......... TUrner-2-2383 
Ashe RK r Asheville Hwy........ TUrner-3-1583 
Ashworth Blanton r Carolina av... TUrner-3-1871 
Ashworth Chandon K r+ Wilson dr. . TUrner-3-4391 
Ashworth Charles r 
be saa one Sta eta ete.. TUrner-3-4172 
shwor rs r 235 Maple st. .T -2- 
AtchisonWR r¢ ; Ae 
_ Sapphire Manor Apt F-2...TUrner-3-3051 
Atkinson Melvin r Osborne rd..... TUrner-3-2892 


Austin Grover C r 664 W Probart st.TUrner-2-2561 
Austin Patricia r 229 S Caldwell st. TUrner-2-2931 


Austin Wendell r 


Sapphire Manor Apt H-1...TUrner-2-2394 
AUSTIN’S STUDIO 11 E Main st...TUrner-3-3111 
Avery James r Highland rd....... TUrner-3-3132 
Aycock JF r 8 Green Acres...... TUrner-2-1751 
Ayers JI r 529 Country Club rd... TUrner-3-1761 
Ayers Robert E Rev r Asheville Hwy.TUrner-2-3588 


AYERS STORE 53 W Main st..... TUrner-3-2691 

Ayers T T Jr r Pisgah Forest...... TUrner-2-4563 

Ayres Francis B r Boyleston rd... . TUrner-2-5851 
B 

B & B FEED & SEED COMPANY 

12°S Gaston sieseesus eon TUrner-2-3911 

BaconEM r Highland rd........ TUrner-3-4682 


BagwellL E Jr r 

538 Country Club rd.-... TUrner-2-3671 
Bagwell Lambert E r 296 Maple st. TUrner-3-4182 
Bagwell Landrum r 274 Maple st. . TUrner-3-1051 
Bahnsen Carroll r Country Club rd. TUrner-3-3602 
Bailey HG r Abercrombie Apt 1... TUrner-3-2481 
Bailey John W r 220 Park View dr. TUrner-2-6292 
BAILEY’S TAXI SERVICE 

S--Oaklawn caves TUrner-2-3251 


Baker Austin r 45 Franklin av..... TUrner-2-6761 
BAKER’S JEWELRY STORE 
4 WoJordan-sti oc a0. ewes TUrner-2-6321 
Baldauf Gunther H Dr r 
Camp.Straus- rds TUrner-2-3981 


Ballard Marshall r Glade Creek rd. . TUrner-3-3573 
Bangs H Hr E French Broad st... . TUrner-3-3972 


Bangs WC r 8 Varsity st........- TUrner-2-3431 
Bank’s Amoco Pisgah Forest..... ... TUrner-2-4931 
Banning Owen r Oakdale st....... TUrner-2-6481 
Barclay Flora W Mrs r i 4 
5557 Ev Malinsty iui ae ts TUrner-3-2561 
Barclay J K Mrs r Greenville Hwy. .TUrner-3-3271 _ 
Barger AB r Country Club rd..... TUrner-2-2994 
Barkley KL r 657 Probart st..... TUrner-2-4462 


Barnes Howard r : 
Sapphire Manor Apt B-4...TUrner-2-6472 


Barnett SH Tinsley rd.......... TUrner-2-3733 
BARNETT’S MACHINE SHOP 
Pisdalt Forests sc, sce y emcie TUrner-2-4021 


Barrett Oscar L .r Pickens Hwy... .UNion-2-7513 
Barton David G r Asheville Hwy....TUrner-3-2571 _ 
Barton George r Boyleston rd..... TUrner-3-1912 


Barton Margaret r 10 Wilson drive. TUrner-3-4393 
Batson EL r Maple St Ext....... TUrner-2-4971 — 
Batson Homer r Country Club rd. .TUrner-3-1282 | 
BatsonUG r Greenville Hwy..... TUrner-3-3372 
BATSON’S ESSO SERVICE 
153" EsMain’ $6600. 2 454 ..TUrner-2-5973 


Bauer Lee M ofc Pisgah Forest... .TUrner-2-6311 
Baughn WL r Buena Vista drive. . TUrner-2-4095 — 
Baughn William S r 232 S Broad st.TUrner-3-1661 
Baynard Cliff Mrs r 

215 Whitmire st.......... TUrner-2-6281 | 
BEAUTY NOOK 143 E Main st....TUrner-2-6921 — 
Beck Paul Lr 326 W Probart st... TUrner-2-3451 
Beddingfield A J r 257 S Caldwell st. TUrner-3-1151 — 


BREVARD DRIVE-IN THEATER 


fo  S7E Main st............. TUrner-2-5811 Hendersonville Hwy ....... TUrner-2-4401 
_ Benjamin Belle r Pickelsimer av...TUrner-2-3761 Brevard Elks Lodge Park Av Ext. . . TUrner-2-2851 
Bennett Raymond F ofc Brevard Federal Savings & Loan Association 
Pisgah Forest ........ ee. PUrner-3-4121 6S Caldwell st... 2S. .55.0% TUrner-3-2021 
Residence Boyleston rd....... TUrner-2-1851 BREVARD HARDWARE 
- Bentley WH r Rosman Hwy......TUrner-3-2403 Eceg Main SCM Wainer eee ts TUrner-3-1221 
Berkshire J Norris ¢ Pickens Hwy...UNion-2-7412 BREVARD INSURANCE AGENCY 
© Berry Iona Mrs r 15 WaeMaihsstowir, 6 occ us TUrner-2-6811 
French) Broad st... cc. .+: TUrner-2-6333 BREVARD JEWELERS 
Best FS r W Boylston rd........ TUrner-2-6261 TSG EMA Ni Stari Shee eee TUrner-2-1801 
Betsill Victor r Oakdale st....... TUrner-2-6414 BREVARD LAUNDRY & COAL COMPANY 
Biddy 0 D Drr Probart St Ext..... TUrner-3-2292 AOA NWI EMIEE ys id See eat TUrner-2-3231 
Bikas Pete G r 222 King st..... ..TUrner-2-6041 BREVARD LUMBER COMPANY 346 King st 
BILTMORE DAIRY FARMS : Business Office. . 6.6 ok TUrner-2-1911 
Hendersonville Hwy ....... TUrner-3-2321 Managers Office x. ...5 os 4 x. TUrner-2-211] 
Birchfield Neal r Country Club rd. . TUrner-3-2304 Brevard Methodist Church Gaston. . TUrner-3-3466 
Bishop Bobby r Pickens Hwy...... UNion-2-7415 Brevard Music Foundation Inc 
- Bishop Boyce ofc W Main st......TUrner-2-1231 Probart St Ext........... TUrner-2-1111 
Bishop Faye G Mrs r Carolina av... TUrner-3-4223 Brevard Plumbing Company | 
Blackwell JT r 206 Probart st... .TUrner-2-4482 700 W Probart st......... TUrner-2-3811 
_ Blake Harry r Rosman Hwy....... TUrner-2-5914 Brewer John A r 229 Maple st... . TUrner-2-5062 
Blake HN Mrs r Rosman Hwy..... TUrner-2-5912 Bridges Bill r Maple st......... <2 TUrner-2-2301 - 
; 9400'S Caldwell if 2 ee ee. TUrner-2-5321 Bridges Frank r 66 Oakdale st... . PUrner-2-5451 
BLUE RIDGE TRUCKING CO Bridges James r Minor st......... TUrner-3-1972 
Peak ct oe os TUrner-3-196] Brittain Allen r 290 Maple st..... TUrner-3-4181 
Blythe Leola'r York Apt 1........ TUrner-2-6802 Se Ag TOR COMPANY Ty 5-39] 
Bobst Harry R Dr r 112 Park av...TUrner-3-4471 pee HBSLGI bia cs fac rner-2-3911 
_ Bolt Erby r Forest Hills Circle....TUrner-3-1702 Brittain Willis W r 254 Maple st... TUrner-3-4461 
Bolt Robert R r Fortune Cove..... TUrher-2-4141 Brombacher Max r 210 Probart st. TUrner-3-3041 : 
- Bonnell L W ¢ College Heights..... TUrner-2-4692 ee JS Mrs r E Main st....TUrner-3-4951 
BONNELL’S 62 W Main st....... TUrner-2-1921 rown Fred W r Oakdale ave...... TUrner-3-4983 
Be Boece ER Mrs ¢ Johrison st TUiner-3-3361 Brown John r Country Club road... TUrner-2-1332 
Be Bocce Kark Mrs r Munroe st... TUrner-2-268] Brown Leonard r Maple St Ext... TUrner-3-1441 
Bpetice yy Forest Hills:...-...-TUrner-2-4094 -Brown_Lester r Turnpike road... .. TUrner-3-3382 
Bee anna y 41> Probert st. fUrner-2-a733 Brown RB Fr © French Broad st... . Tirner-3-tebe 
- BowenWA r Boyleston rd....... TUrner-2-6571 rown R Bruce'r 315 W Main st... WUrners2-3¢3) 
Boyd DR r 432 W Whitmire st... . TUrner-2-4291 Brown Ralph J r Asheville Hwy... .TUrner-2-6594 
 BOYD’S ESSO STATION Brownell D H r Probart St Ext..... TUrner-2-3681 
Hendersonville Hwy -.TUrner-2-4801 Bryan Homer r Maple St Ext..... TUrner-3-3322 
Boyer Norman Dr ofc Sai ages Bryant EO Dr r Park Av Ext...... TUrner-3-3661 
BRYANT ELECTRIC COMPANY 
26 W Jordan st Biie=tel le: a. ig? tei ve;h are TUrner-3-1301 341 Kin st TUrner-3-3031 
_ _. Residence Greenville Hwy..... TUrner-3-3374  ppvant HOUSE 326 King Me TU mner-2-52 
Bradburn C W r Hillside Heights. .. TUrner-3-4242 Bryant Jack E + Minor st... EU rqeresarore 


Bradburn Hugh r Hillside Heights. . TUrner-2-4242 3 en 
Bittner renee Tireroaiat am A eGereh er Tee 
_ Brennan James’ r Grandview...... Te eee OL pi nt i ak oe ke 


Bryson Carl r Elem Bend rd....... TUrner-2-1291 
: SN date ose TU 3-121] Bryson CarlD r Rosman Hwy... .TUrner-2-5281 
eee ee en ea Migs Pes.) i Soa Bryson Elsie r Glade Creek rd..... TUrner-2-6583 
_ BREVARD AUTO PARTS Bryson William P r Davidson River. TUrner-3-1801 
2125 Broad st........+.. TUrner-3-4201 = Buckner CE Mrs r 
Brevard Bowling Center 403 N Caldwell st........- TUrner-2-1901 
. N Caldwell st..... ee chen TUrner-2-3321 — Buckner Harry Mrs r Park View dr. . TUrner-2-5232 
_ Brevard City of 151 W Main st Bullock RC r Lake View drive..... TUrner-2-6143 
BCE ec es none stipes TUrner-2-4911 — Bullock Samuel Mrs r 105 Park av. . TUrner-3-2261 
fire Department 2... 2.52 TUrner-2-3131 = BurdenRL r 427 S Caldwell..... TUrner-3-1472 
BOCES STATION ions Via ici e's os: 5 TUrner-2-2121 Burgin Furniture Company 
PesOOE ROOM 5 n-ne ie gb on ain s TUrner-2-6101 Hendersonville Hwy........ TUrner-2-6132 
Brevard College 501 N Broad st Burgin RR r Hendersonville Hwy. . TUrner-2-6131 
_ Assistant to President....... TUrner-3-2944 — Burhans Lloyd r Country Club rd... TUrner-2-3951 
Rees OMICE, ooo oh diese aie dye TUrner-3-2941 Burton Buddy r Hendersonville Hwy.TUrner-2-4402 
MPC TELOL A 6. Ae see cea setae 2) TUrner-2-5392 Burton Dewey r Pickens Hwy..... UNion-2-7511 
| Bread OT MVOMEN 2, cist es ia 3 TUrner-3-2943  BURTON’S STORE Pickens Hwy...UNion-2-7511 
(ENSUE oR RS ei er TUrner-2-4301 
tres Dorm sige oy. cies TUrner-2-5382 C er 
BRIRATINACY: hee co senses « cn. TUrner-2-5394  Cabe Jack D r Probart st........ TUrner-2-2881 
OPA ea eh sy oaleee oie ix TUrner-2-5393 Cabe James r 608 Probart st...... TUrner-2-3972 
i president's * Ofc? as cares cia ct. 2 TUrner-2-4301 Callahan Floyd W r Elem Bend rd. .TUrner-3-1772 
Public Relation Ofc..... ..--TUrner-3-2942 = Callender LE r Glade Creek rd... .TUrner-3-2241 
BEGISELAL SDOTC i di ale fod, Me oats TUrner-3-2942 Camp Carolina Boyleston rd 
ESE PAVIOK HAN Fs c'sieie os ereug ayia, 3 «+ TUrner-2-5381 Administrator’s Office ....... TUrner-2-1313 
BREVARD COUNTRY CLUB TEER ARV THE 6 sia sis ake, ape ae TUrner-2-1311 


Goiintry Clubs rds sts sckwre!es TUrner-2-1333 OTe oe PC Rae Bc TUrner-2-1312 


6 Camp—bDeavor. 


Camp Deerwoode Country Club rd. . TUrner-3-2431 

If no answer dial.........--- TUrner-3-2432 
Camp Harry H Straus 

Boyleston*fd). ay a ee TUrner-3-3741 

Camp Illahee Illahee rd.......... TUrner-2-6791 

Camp Keystone Cashiers Valley rd.TUrner-3-3691 

Camp Rockbrook Greenville Hwy... TUrner-3-2142 


_Cansler RL r Asheville Hwy....... TUrner-2-2071 
Cantrell Quentin r 
E French Broad st.......- TUrner-3-4034 
Canup JB r Country Club rd...... TUrner-2-3151 
Carland Ed r 125 Maple st....... TUrner-3-2882 
Carpenter JS r Country Club rd... TUrner-3-2301 
Carr FB r-McLean de 28. 2.6 TUrner-3-2761 
Carr Frank r Lake View dr...... TUrner-2-5341 
Carr Henry r Forest Hills......... TUrner-2-1572 
Carr Louie Mrs r 
554 Country Club rd....... TUrner-2-1531 


Carr Louis Jr r Duckworth av..... TUrner-2-5241 
GARR LUMBER COMPANY Pisgah Forest ; 


Business Office. 2s .45. S508: TUrner-3-4431 
General Superintendent ...... TUrner-2-6601 
Manager's Office .....5...2... TUrner-3-3921 
Store. hacker eee TUrner-2-2141 
Carrier Henry N r Greenville Hwy. . . TUrner-3-2141 
Carson Tom r 326 Whitmire st..... TUrner-2-6561 
Carter C B r 241 Maple st........ TUrner-2-4762 
Carter Roy r Forest Hills......... TUrner-3-4322 © 
Case Bud r Franklin st.......... TUrner-3-3191 
Case Frank H Pisgah Forest...... TUrner-2-6681 


Case’s Cabinet Shop N Caldwell st. TUrner-2-3562 
GASH & CARRY SUPER MARKET 

AYE Main st..2e. sos TUrner-2-3411 
Cash Wholesale Grocery E Jordan st.TUrner-2-3481 
Cassell Bruce H r Rosman Highway. TUrner-2-2602 
Cassell J C Jr r Rosman Hwy....... UNion-2-7173 
Cassell JC Sr r Rosman Hwy...... UNion-2-7376 
Cavender Harvey L r 

Sapphire Manor Apt D-1...TUrner-2-6993 
Chamber of Commerce Library Bldg. TUrner-2-3111 
Chamberlain J H r 322 Probart st. . TUrner-2-2972 
Chambers LT r Boyleston Hwy... .TUrner-2-6596 
Champagne Paper Division of Ecusta 

Paper Corporation 


Pisgah Forest .: 20.2.5. TUrner-2-5511 
Chapman Curtis r Rosman........ UNion-2-7535 
Chapman Elbert r Wilson dr...... TUrner-3-4392 
Chapman JC r Glazener rd....... UNion-2-7562 


Chappell Robert r Pickens Hwy. ...UNion-2-7417 
Chatterbox Ye Ole 526 S Broad st. TUrner-3-3101 
Cheek Alfred r Carolina av....... TUrner-3-3292 
Chicken Kitchen N Broad st....... TUrner-2-6231 
Childers James H r 539 E Main st. TUrner-2-4441 
Church of God Parsonage 

314 W French Broad st... .TUrner-2-5261 
Cison Jeanette r Highland rd...... TUrner-2-4174 
CITIZENS TELEPHONE COMPANY 

36 W Probart st 


Business: Office 20, ee Ub eee: TUrner-3-1511 
Information: <2 05.315. Se GaSe ‘TUrner-113 
Repair Services... 26 o. spe s TUrner-112 
CITY CABS S Broadst........... TUrner-2-6661 
Clapp SC Mrs r Maple Apt 1...... TUrner-2-5972 


Clark Homer L r Rosman Highway. . TUrner-2-5073 
Clark Shirley T r Davidson River. . . TUrner-2-4132 


Clark William B r Neely rd....... TUrner-3-1692 
Clayton Fay Miss r 

303 N Caldwell st........ TUrner-2-2531 
Clayton Leon r Neely rd......... TUrner-2-2772 
Clayton W S Dr ofc 

224 S Caldwell st......... TUrner-2-2911 


Residence Island Ford rd..... TUrner-2-3343 


Clement VP r 349 S Broad st....TUrner-2-2261 
Cline William r Azalea av........ TUrner-2-4183 
Cloud Sarah Mrs r Franklin st..... TUrner-3-1171 


ie: ai a 
‘Coan Gil r E French Broad st....... TUrner-3-4481 
Cochran.C'E afc: Depot st® 2 3.2255 TUrner-2-6161 
Co-Ed & Clemson Theatres 

101 We Main st) oe eee TUrner-2-2191 
COFFEY-HAYES BUICK INC 

Nt Broad sst:. 2 sate '.. TUrner-3-1541 
Coleman Leslie r Franklin av...... TUrner-2-4254 


Coleman Susie Mrs r Rosman Hwy. TUrner-3-2601 
COLEMAN TIRE & RECAPPING COMPANY 


N Caldwell'stUs. 2 8. tae TUrner-3-4491 
Collins & Mice Rosman. 2 oe. o.e UNion-2-7402 
Collins John r Rosman Hwy...... TUrner-2-1061 
Collins Josephine r Johnson st..... TUrner-3-2491 
Collins S P r-Rosman Hwy........ TUrner-2-3072 
Colonial Inn 410 E Main st...... TUrner-2-3101 
Colwell Charles r Stratford av..... TUrner-2-3772 


Colwell Robert r Country Club rd. .TUrner-2-1051 
Coman WR r 226 Park View dr... TUrner-2-6381 


Combs A Bryan r Park Av Ext..... TUrner-2-6972 
Conklin Smith r 317 Gaston st....TUrner-2-2302 - 
Conley Ed r Forest Hills......... TUrner-3-3353 
Conley TL r Glade Creek rd...... TUrner-2-4068 © 
Cook Charles S r 13 Green Acres. . . TUrner-3-2341 
Cooper John L r Azalea av........ TUrner-2-4181 


Corbett Joe Jr r Boyleston rd....TUrner-2-6572 
CORN’S TAXI SERVICE 


33.W..Malrt ste eaw ee ees TUrner-3-3411 
Corpening EH r King st.......... TUrner-3-4192 
Corriher Douglas Rev r 

11:N.Gaston st: ise es TUrner-3-3461 
Couch Tom *r Penrose........... TUrner-3-4575 
Cousins Leonard J r Maple st..... TUrner-2-2282 
Cox Homer r Glade Creek rd...... TUrner-2-3263 
Cox JH r Johnsonst...c. ee TUrner-3-2951 
Cox James M r Glade Creek rd..... TUrner-2-3269 
Cox Lester M r Glade Creek rd... TUrner-2-3264 
Crane Quentin r Boyleston rd...... TUrner-3-4332 
Crary TB. Neely rd oie cine TUrner-3-1691 


Crawford HO r N Caldwell st..... TUrner-2-1902 
Creech James W r Robinson st... .TUrner-2-5331 
Crisp James A r 230 Whitmire st. . . TUrner-2-6361 
Crisp Odas W r 110 Minor st... ..TUrner-3-2041 
Cross Francis Mrs r 


48 W Morganst.-.. 2 evn. c. TUrner-2-1672 
Croushorn W W Mrs r Pisgah Forest. TUrner-3-4761 
Crowe Beulah r Rosman.......... UNion-2-7411 
Crowe Herman r S. Broad st...... TUrner-3-1961 


Cudd Forest Bob r Country Club rd. TUrner-3-3671 
Curlee Clarence r 476 Whitmire st. TUrner-2-3202 


Curto Joe r 333 Whitmire st..... TUrner-2-3203 
Curwen J D_r Fortune Cove....... TUrner-3-3403 - 
D 
Dale John Mrs r ; 
624 Country Club rd....... TUrner-2-4334 
Daniel HG r Sapphire Manor E-1.TUrner-3-2781 
Daniels L L r Asheville Hwy....... TUrner-3-2811 


Daniels Robert L ofc 15 W Main st.TUrner-3-3761 
Residence Sapphire Manor . 


Aptel-li oe eee TUrner-2-2391 
Daniels W B Mrs r 295 Maple st. . .TUrner-2-3962 © 
Danielson AO r Rosman Hwy..... TUrner-3-2372 
Darlington Inn 315 E Mainst...... TUrner-2-3921 
Darnall Jane Miss r Millcove...... TUrner-3-3373 
Davidson J O r 44 Park av....... -, TUrner-3-1161 
Davis Richard D r Hillside Heights. TUrner-2-1795 


Dean Mary Louise r 

Hendersonville Hwy ....... TUrner-2-1811 
DEAN PLUMBING & ELECTRICAL 

Times Arcade .....0...... TUrner-2-2711 
Deavor Julia Miss r 250 Maple st. . TUrner-2-2332 
Deavor Lucian P r Franklin av..... TUrner-2-1192. 
Deavor Margaret E r . 

Country Club rd........... TUrner-3-2303 . 


Se 


- DeBord HW r Elem Bend rd...... TUrner-2-5251 


DeBord Herbert W r 
i 224 Park View drive....... TUrner-3-2641 
~ DeBord John r Neely rd......... TUrner-2-1862 
DEERFIELD MOTEL N Caldwell st. TUrner-2-4031 
- Dellinger John A r Forest Hills..... TUrner-2-4092 
Dickson AJ r Lake View dr...... TUrner-3-3171 
“Dickson C Lyon r 123 Minor st..... TUrner-2-6693 
Dickson J Wade r E Mainst....... TUrner-2-2291 
Dills Floyd r Glade Creek rd...... TUrner-3-2244 
 Dills J Verlin r Cherryfield........ UNion-2-7166 
Disher Charles r Elm Bend rd..... TUrner-3-1481 
Dishman Arthur r Rosman........ UNion-2-7281 


DIXIE CLEANERS N Caldwell st... TUrner-2-3511 
Dixie Shell Service N Broad st....TUrner-2-5401 


Dixon L F r Pisgah Forest........ TUrner-2-4871 

_ Dixon Larry r Pisgah Forest...... TUrner-2-4873 
- Douglas Charles M ofc 

PR PMPAIWANTY Stal. <6!) cies, 000 TUrner-2-2321 

: Residence 20 W Jordan st..... TUrner-2-4151 

Driscoll JE r Hawthorne dr....... TUrner-3-3801 


Dryer Harry A r Country Club rd. . TUrner-3-1283 


Duncan JV r Penrose........... TUrner-2-5411 
~ Dunn Robert L r 57 Franklin av... TUrner-3-1821 


Duckworth Frank r 
Cashiers Valley rd..... ...TUrner-2-5051 


- DUCKWORTH MOTOR CO 


MmmrOAGesEY Gor ee. TUrner-3-4511 
Duckworth Ralph r 222 W Main st. TUrner-2-3931 
Duckworth Robert r 48 Park av... . TUrner-3-1251 
Duckworth Walter W r 

-529 Country Club rd....... TUrner-2-6351 
Duclos Maggie Mrs r Turnpike rd. . . TUrner-2-3181 
Duke Power Company 

Office 46 E Main st.......... TUrner-2-2621 
Sub Station 432 W Whitmire st.TUrner-2-4291 
Sub-Station Davidson River. ..TUrner-2-4131 


Dunlop Charles r 23 Park av....... TUrner-3-1351 

Duvall Clyde J r Sapphire Apt J-3. . TUrner-2-6552 

Dwyer WmR r Forest Hills....... TUrner-3-4323 
E 


Eades John E r Duckworth av..... TUrner-2-5242 


_ Eaker Herman r Forest Hills...... TUrner-2-4093. 


h EE WIN Sti uke sie eee tw TUrner-2-6741 | 
mecuerJonn.y r-Barclay td.. 2... TUrner-2-3341 
Eller Thomas R Jr ofc 3 W Main st. TUrner-2-4341 
Residence Park av........... TUrner-2-6144 
_ Elliott John r Forest Hills....... TUrner-3-3352 
Emory BB r Pisgah Forest....... TUrner-3-2333 


_ Eason RG r Hendersonville Hwy... TUrner-3-4341 


Eberle Peter r 119 Hillcrest av. ..TUrner-3-3341 

Ecusta Paper Corporation | 
Pisgah Forest ........... TUrner-2-5511 

Edens Dan r Robinson st........ -, TUrner-2-5334 


- Edens W H Mrs r 361 S Broad st... TUrner-2-4662 | 


Edge Walter r Maple St Ext....TUrner-2-4862 
Edwards Clay E r Glade Creek rd. . TUrner-2-4061 
Edwards Dewey r Pisgah Forest... TUrner-2-6882 


_ Eggert Eugene r S Caldwell st... .TUrner-3-1181 
ELECTRIC SERVICE COMPANY 


Emory Maude r 108 Oaklawn av... TUrner-3-4804 


English DL r+ 1215S Gastonst..... TUrner-3-4261 
English ES Mrs r 229 W Jordan st. TUrner-2-2641 
- Erskine Eileen Mrs r Greenville Hwy . TUrner-3-3272 
EvansTM r Pisgah Forest...... TUrner-2-5481 
_ Everette RW Mrs r Lake View dr. . TUrner-2-3272 


F 


Farley GH r Hillcrest av...... _, .. TUrner-3-2162 
FARM BUREAU INSURANCE CO—See 


, Nationwide Insurance Companies 


Farmer FL r Hendersonville Hwy. . TUrner-2-3172. 


DeBord—Galloway 7 
FARMER’S FEDERATION 103 E Main st 


Breezer Locker .).0. soe. TUrner-2-1781 
Warenouse oak joi eee oe TUrner-2-2231 

Farmers Supply Company 
LO Malin Stic a Guia oo, TUrner-2-2721 


Feaster MM r 512 Greenville Hwy. TUrner-2-1541 
Feaster Mack Jr r Greenville Hwy. TUrner-3-3882 
Fenwick Jack r Country Club rd. ..TUrner-3-1281 
Ferrell J Frank r Hawthorne drive. TUrner-3-4901 
Finck Herbert r Greenville Hwy... .TUrner-3-3984 
FIRE DEPARTMENT 151 W Main st. TUrner-2-3131 


First Baptist Church 

20 EciDrOdn SBoc se sige eee TUrner-2-4411 
Fisher Coy r Boyleston rd........ TUrner-2-1391 
Fister Jack pr .Rosmanii:.ci case be: UNion-2-7432 
Fisher Katherine r 403 Probart st. TUrner-2-6242 
Fisher Lawrence r Osborne rd..... TUrner-2-5192 
Fisher Paukt re King:st i. 0... TUrner-3-4191 
Fisher RR r 808 N Broad st..... TUrner-3-3831 
Fisher Roy A: fr Rosman. 66s... se. UNion-2-7271 
Fisher Streeter Mrs ¢ 

ES RANKIN AV. cise car as TUrner-2-6272 
Flannagan Robert r Penrose...... TUrner-3-4576 


Flossie Ann Shop 37 E Mainst..... TUrner-3-4792 
Flynn Francis C r 
Sapphire Manor Apt M-1...TUrner-2-3441 


Flynn Mark r 558 E Main st...... TUrner-2-4442 
Folger John R Dr ofc 

BOW Ordan Stearns TUrner 3-3811 

Residence Hawthorne drive... .TUrner-3-2471 

Iheno- answer idials 4 eco es TUrner-3-4751 

if nosanswer dials 2. 2. Vee TUrner-2-3041 


Ford John A r 48 Franklin av..... TUrner-3-1781 


Forester Dewey J r Illahee rd..... TUrner-2-6751 
Fortune M W r Hendersonville Hwy. TUrner-2-4173 
Foster RJ r Hendersonville Hwy. . TUrner-3-3183 
Foster Robert C r 339 W Main st. . TUrner-2-6241 
Fouts Harold J r S Caldwell st..... TUrner-2-1362 
Fowler E V Mrs r 501 S Broad st. . TUrner-2-6931 
Fraser Martha B Mrs r 

Sapphire Manor Apt A-1...TUrner-2-4983 
FreemanBH r 

223 W French Broad st... .TUrner-3-4361 
Freeman Crawford r Greenville Hwy. TUrner-2-3882 
Fricks ViH.1:232:S Broad-ste 3... TUrner-2-1131 
Frisk Paul W r 209 Park View dr. .TUrner-2-2171 
Frost Frank G Mrs r . 

Country Club Circles. soo. TUrner-3-2302 
Fullbright Earl r 51 W Morgan st. . TUrner-2-1381 
Fullbright Vernon r¢ Turnpike rd... TUrner-3-3871 
Furr James F r Hawthorne dr..... TUrner-3-4904 


G 
GaddyWM er 
204 E French Broad st..... TUrner-2-5462 
Gaines JM r15 Park av......... TUrner-2-4041 
Gaither Berry r Hillcrest ave...... TUrner-3-2164 


Gaither Jimmie r 287 Maple st... .TUrner-2-2281 


GAITHERS RESTAURANT 


BAS Broad. St fyi. seo eects 6 TUrner-3-4211 
Galloway Alfred r Wilson dr...... TUrner-2-5862 
Galloway Carl L r Glade Creek rd... TUrner-2-6582 
Galloway Clyde r Forest Hills... .. TUrner-3-4324 
Galloway Dock r Rosman......... UNion-2-7571 
Galloway EM r James st......... TUrner-2-2882 
Galloway ER r Rosman Hwy...... UNion-2-7551 


Galloway Flett r Glade Creek rd... . TUrner-2-6581 
Galloway GW r 19 Turnpike rd... TUrner-2-2333 
Galloway Harry L r Oakdale av... .TUrner-3-2894 
Galloway Helen O r Probart st..... TUrner-3-1902 © 
Galloway Hershel r Boyleston rd... TUrner-3-4981 
Galloway Ivan r Glade Creek rd... . TUrner-2-6584 
Galloway JC r Rosman........-.. UNion-2-7183 
Galloway JE r S Caldwell st...... TUrner-3-4881 


8  Galloway—Hart 


Galloway James Preston r | Green Fly The fe 
Oakdalefave. eck nk eka TUrner-3-4882 95 Cashiers Valley rd...... TUrner-2-5821 
Galloway Jess A r 81 Varsity st... TUrner-3-3251 Green Herbert r Stratford ave..... TUrner-3-4232 


Galloway Perry r 417 W Probart st. TUrner-2-1731 Green Inez Mrs r Country Club rd. . . TUrner-2-4333 
Galloway Roy r S Caldwell st..... TUrner-2-2501 Green John r 417 S Caldwell st... TUrner-2-4771 


Galloway TC r 302 Rice st....... TUrner-2-5031 Greenwood Dovie Mrs r . ee 
Galloway Thomas Y r Johnson st... TUrner-3-2771 672) Probart Stic. 2 oo TUrner-2-4381 
Galloway Willie r Turkey Creek rd. .TUrner-3-2814 Gregory Wilson r 111 Wilson dr... TUrner-2-3372 
GALLOWAY’S RESTAURANT Grissom Clark r Rosman Highway... TUrner-2-5913 
12S Broad she ta cca se es TUrner-2-1621 Grogan Cora Miss r Elm Bend rd. . . TUrner-2-3692 
~ Gardner Clayton r 221 Maple st...TUrner-2-2201 Grogan Emma Miss r 
GarrenC C r Cherryfield.......... UNion-2-7162 109.S,-Gaston sti fos 2 oO: TUrner-2-6871 
Garren Ed r Maple st........... TUrner-2-3782 Grogan Fred r : | ; 
Garren Henry r Maple st......... TUrner-2-3781 300 W French Broad st....TUrner-2-2762 
Garren MarvinG r Boyleston rd...TUrner-2-4362 Grogan’s News Stand 3 E Main st. . TUrner-2-5981 
Garrett EB r Grandview........ -.TUrner-2-2051 Grooms Edgar r Park av......... TUrner-2-1171 
Gash and Gash attys 12 W Main st. TUrner-3-2651 Grooms Joe r Monroe st......... TUrner-2-6981 
Gash RL r Pisgah Forest........ TUrner-3-2981 Grose Gerald S r Johnson st...... TUrner-3-3121 
Gash Robert T r Laurel Lane..... TUrner-2-2331 Grose Lottie S Mrs r 103 S Johnson.TUrner-3-3122 
Gasque Mac Roy Dr ofc Gustafson Richard r 
Ecusta Medical Center.....TUrner-3-3211 579 Country Club rd’ 22.3. TUrner-2-6901 
Residence Fortune Cove...... TUrner-2-6891 | Gwynn Mary r 25 Franklin av..... TUrner-3-1782 
Gee Mack L r 223 S Caldwell st... TUrner-2-3701 
Gillespie Doyle r 301 Maple st... .TUrner-2-4861 H 
Gillespie Gus Mrs r Country Club rd. TUrner-2-6982 : 
Gillespie Jack r Country Club rd. ...TUrner-3-1284 Haehnel Fritz r 104 Park av...... TUrner-2-3941 
Gillespie Jesse r 3 Green Acres....TUrner-2-6961 Hale Jim r Burrell av........... TUrner-2-2271 
Gillespie Joseph A r 15 W Main st. . TUrner-3-1982 . HallC Or Monroe st............ TUrner-2-3771 
Gillespie Melvin r 30 Park av..... TUrner-3-4971 | Hall Horace r- Maple st.......... TUrner-2-2204 
Gilliam Donald r 812 N Broad st... TUrner-2-3061 HallLC r Rosman............. UNion-2-7252 
Gilstrap Ernest r N Johnson st....TUrner-3-4033 Hall TE r Fortune Cove......... TUrner-2-4143 
GlazenerC H r Pickens Hwy....... UNion-2-7561 Hall WH r 12 Stratford av...... TUrner-2-2251 
Glazener Charles r 200 Turnpike rd. TUrner-3-1841 Hamilton Charles r ; 
Glazener Claude r 219 Park View dr. TUrner-2-3551 220 W French Broad st. ...TUrner-3-4371 
Glazener DL r Pickens Hwy....... UNion-2-7401 Hamilton Coman r College Heights. . TUrner-2-1282 
Glazener Julian A ofc HAMILTON ELECTRIC MOTOR SERVICE 
Post: Office: Bldgv s2s ae. TUrner-2-1711 Hendersonville Hwy ....... TUrner-2-6951 
Residence 12 Green Acres..... TUrner-3-1372 If no answer dial............ TUrner-2-3471 
Glazener James r Asheville Hwy... .TUrner-2-6591 Hamilton Lamar r Oakdale rd... ..TUrner-2-3471 
Glazener Walter r Forest Hills... .. TUrner-3-4321 Hamilton Winfred r Tinsley rd... .TUrner-2-1704 
Gloucester Lumber Co Rosman ....UNion-2-7451 Hamlin LP ofc 15 W Main st..... TUrner-2-1821 
SAW INIs aos chews sagt as ta TUrner-2-1077 Residence 505 Greenville Hwy. TUrner-3-4451 
Store oo Po eee ea eee TUrner-2-1075 Hammill Spencer r 59 Turnpike rd. TUrner-3-3603 
Goings GJ r Island Ford rd....... TUrner-3-2583 | Hampton Alfred Mrs r 
Goings James A r Island Ford rd. . . TUrner-3-2582 212°E° Main st... 02. TU rere 3-3892 
Goldberger John H r Hanby Grady A Rev r Boyleston rd. TUrner-3-2574 
215 Park View drive....... TUrner-2-6382 Harbin Karl r 410 E Main st..... TUrner-2-3101 
Golderer Harry C r Selica........ TUrner-3-2402 ~ Harden Dent R r ‘7 
Goldsmith Florence r Times Arcade. TUrner-3-1981 106 S:Caldwell-stcc i230 ec. TUrner-2-2671 _ 
GOODWILL MOTOR CO INC HARDEN’S ESSO SERVICE 2 eee 
220-Si broadest 3 rai TUrner-3-3611 LOSS (Broad *sts: see ee a TUrner-2-2021 — 
Nights Sundays and Holidays Hardin Carl Dr ofc 15 W Main st. TUrner-3-1641 
Cal bce aie hcp tec TUrner-3-1661 Residence 58 Oakdale st...... TUrner-3-1342 — 
If no’ answer'dial. se... ok TUrner-2-1131 Hardin Gordon r Calvert......... UNion-2-7172 — 
If ‘no answer dial. 2.25... TUrner-2-4095 Hargis Tom r Boyleston rd....... TUrner-3-3941 
iT nosanswer dial. TUrner-2-4031  Harkleroad BenF r Rosman...... UNion-2-7181 — 
Goodwin C J Dr ofc 15 E Jordan st. TUrner-2-1521 Harmon Frank r 
Residence 568 E Mainst...... TUrner-2-2551 | Sapphire Manor Apt D-3...TUrner-2-6994 
Gordan T J r 305 Maple st....... TUrner-3-2803 HarmonWL r Rosman.......... UNion-2-7521 
Gordon Fred r Appletree st....... TUrner-3-2172 Harmon Wayne r Hillside Heights. .TUrner-2-4241 
Grace Baptist Church Parsonage HARMON’S PIANO SHOP ) poh 
PINSIEVerO 2) meagre os TUrner-2-1701 S Broads shen irre ne aaa TUrner-3-4791 
Graliam Gerald J r 531 E Main st. .TUrner-3-2871 — Harold’s Super Market : = 
Gravely G D ofc 10 S Broad st..... TUrner-2-5041 Hendersonville Hwy .......TUrner-2-1812 — 
Residence Franklin av........ TUrner-2-5041 HARPER METHOD BEAUTY SHOP 7 
Gravely JE r Rosman Highway... .TUrner-3-2602 240 S ‘Caldwell:st i272 TUrner-2-5321 
aay oan ey oy A arte A eco Harrell’s Used Cars ria 
ravely Rachel r Neely rd........ rner-3-2193 N “Broagests aes eeee TUrner-3-2411 
GRAVELY’S PLUMBING CO King st. TUrner-3-3032 Harris J Arthur r Monroe st...... TUrner-2-2254 
If no answer dial... oe saan. TUrner-3-2602 Harris Lloyd r 212 Park View dr... TUrner-2-3741 _ 
Graves Donald r Minor st.....-... TUrner-2-6692 —HarrisonEC r 301 S Caldwell st. . . TUrner-2-1261 


Gray Curtis H r Hillside Heights. ..TUrner-3-4244 Harrison Luke r 226 S Caldwel -2- 1 
Gray John Alvin r 107 Maple st....TUrner-2-6031 Hart Carl D r : Ets oh es f rue 
Gray Sarah Mrs r Monroe st...... TUrner-2-2681 Sapphire Manor Apt E-4...TUrner-2-6991% 
Green C V r Boyleston rd......... TUrner-2-6264 HartWA r 266 Maple st........TUrner-2-4671 


ae 
ae 
i 


Hart WF ¢ Lake View dr........ 


_ Harvin Frank M r Maple St Ext... 
Hawkins Dan r 502 S Caldwell st. . 
_ Hawkins James r Maple St Ext... 


_ Hawkins Morris r 


. - Hayes Frank r W French Broad st. . 


Hendersonville Hwy ....... 
Hayes Freeman ofc N Broad st..... 

Residence 301 W Probart st... 
Head Robert r Hillcrest av....... 
Head Roy r Country Club rd....... 
Heath Aston r Wilson rd......-.. 


| Heath Herbert r Penrose......... 


Heath W M Mrs r 218 Jordan st.. 


~ Hebert Harriet B r Asheville Hwy... 


Hefner Arthur r Appletree st..... 
Heller Ralph ¢ Hawthorne drive.... 


_ Hemphill Clyde r Oaklawn ave..... 


Henderson Henry r 
ie >44.Country.Glub -rd.a.....-: 
Hendricks Car! C r S England av... 
Hendrix JC r W Probart st...... 
Hendrix Service Station 
De VEIN. Slik cs ae Snes. 


Hensley Bill r Maple st......... 
Hensley Loy r Pisgah Forest...... 
Henson Bill r Pisgah Forest...... 


_ Herzog Milton L r Country Club rd. 


Heygel Paul r Pisgah Forest...... 
Hill Cecil J ofc 357% E Main st.... 
Residence Grandview 


eeeceeee 


Hill Donald H ¢ 115 Hillcrest ave... 


Hill Robert Noble r Park av....... 
Hill VC Dr r Island Ford rd...... 
HILLTOP FLORIST Rosman Hwy... 
HILLTOP GROGERY Rosman Hwy.. 


' HILLTOP MOTEL Rosman Hwy.... 


Himes Charles F r 25 Franklin av... 
Hinton A N Mrs r 303 King st..... 
Hogan Moreland H r Greenville Hwy. 


: _ Hogsed Austin E r Rosman....... 


HOGSED AUTO CO Rosman...... 


 *Hogsed Harold R r Calvert....... 


Holbrook John L r 17 Turnpike rd.. 


Holden BE r Pisgah Forest...... 

Holden Erwin r Pisgah Forest.... 

HOLDEN F H MILL WORKS 
Railroad av 


> Holden Fleet G r Highland rd..... 


Holden Hubert r Elem Bendrd..... 
Holden JT + Tinsley rd......... 
Holliday Fulton r Penrose........ 


 Hollifield Hugh r 


550 Country Club rd....... 


Hollis JT Jrr 255 Maple st....... 
‘Homestead Beauty Shop Rosman 


Hooper Ray r 121 S Rice st....... 


Hooper Walter G r Calvert rd..... 


HOUSTON FURNITURE CO 


Bem Oo eA Sts cic bse is, sce. 
Hoyle Bobby r 
Sapphire Manor Apt M-2... 


_ Hubbard-Alvin r Boyleston rd..... 


Huff Clyde G r Illahee rd......... 


Huff JA r Forest Hills....... eS 
- Huffman Tom r 542 W Probart st. . 


Huffman W F r 102 Franklin av... 
_ Huggins Everett Mrs r_ 
rid 308 Whitmire st.......... 


Ca Huggins Gilbert r 149 Railroad av. . 
_ Huggins Jack r 116 Franklin st.... 
Huggins Jason r Forest Hills...... 


_ Huggins Robert J r 44 Oakdale st. . 


TUrner-2-4951 
TUrner-3-3323 
TUrner-2-2381 
TUrner-3-4423 


TUrner-3-2231 


TUrner-2-4371 
TUrner-3-1541 
TUrner-2-5931 
TUrner-2-2862 
TUrner-3-1791 
TUrner-3-1854 
TUrner-3-2902 
TUrner-3-1491 
TUrner-2-1691 
TUrner-3-2171 
TUrner-3-4902 
TUrner-2-6413 


TUrner-3-4931 
TUrner-2-4231 
TUrner-2-4781 


TUrner-2-6301 
TUrner-2-1201 
TUrner-2-2203 
TUrner-2-4594 
TUrner-2-5153 
TUrner-3-3842 
TUrner-2-4872 
TUrner-2-6611 
TUrner-2-1941 
TUrner-2-2541 
TUrner-2-6174 
TUrner-2-3342 
TUrner-3-1121 
TUrner-3-3221 
TUrner-3-1121 
TUrner-3-1782 
TUrner-2-1581 
TUrner-3-1851 
. UNion-2-7111 
. UNion-2-7111 
. UNion-2-7375 
TUrner-2-1253 
TUrner-2-4562 
TUrner-2-5473 


TUrner-3-1132 
TUrner-3-3131 
TUrner-2-1293 
TUrner-2-1702 
TUrner-3-1571 


TUrner-2-2741 
TUrner-3-3391 


. .UNion-2-7271 


.UNion-2-7147 
TUrner-2-5841 
. UNion-2-7167 


TUrner-2-2241 


TUrner-3-3052 
TUrner-3-1242 
TUrner-2-4681 
TUrner-2-6391 
TUrner-3-1901 
TUrner-2-1881 


TUrner-2-6461 
TUrner-3-2271 


TUrner-2-1191 | 


TUrner-2-2661 
TU rner-2-6482 


‘Huggins V Buren r¢ Calvert 
Huggins Van E r¢ Island Ford rd. 


Hunnicutt Bill r Hillcrest av 
Hunt Cornelius r Carver st 


Hunter Sherman ¢ Morris rd 
Hurlburt Lauren r 


Sapphire Manor P-4..... 


eee we oe 


ee ee 


Hart—Kay 9 


...UNion-2-7171 
.. TUrner-2-3073 
.. [Urner-3-1881 
.. TUrner-2-3252 . 
Hunter DuncanC ¢ Grove Circle. . 
Hunter George r Country Club rd. 
Hunter JL r Boyleston rd...... 


. TUrner-3-4992 | 


.. TUrner-2-3152 
. . TUrner-2-1392 
.. TUrner-3-3991 


.. TUrner-3-1482 


Hutchins Calvin E r Rosman Hwy. .TUrner-3-2603 . 
Hutchins Howard r 268 Maple st. . . TUrner-3-3392 


I 


Irby Leon J r 300 Maple st.... 
Israel Albert M r Pickens Hwy. . 
Israel Fred r Forest Hills....... 


Jackson Mary Mrs r Rosman.... 
Jackson Vance r Robinson st.... 
Jaffe EB r Pickens Hwy...... 


.. TUrner-3-3324 
... UNion-2-7512 
.. [Urner-2-6392 


.. TUrner-2-1832 
.. }Urner-2-1031 
.. TUrner-2-5412 
.. UNion-2-7391 
.. | Urner-2-3462 
.. UNion-2-7501 


James E W Mrs ¢ College Heights. . TUrner-3-4281 


Jenkins AN r Maple St Ext..... 
Jenkins Don M ofc 346 King st. 
Residence Maple st........ 


.. }Urner-2-4972 
.. PUrner-2-2111 
.. TUrner-2-1631 


Jerome Jerry ofc 6 S Caldwell st. . TUrner-3-2021 


Residence 39 Lake View dr. 


.. TUrner-3-4551 


Jerome & Summey 6 S Caldwell st. TUrner-3-2021 


Johannes Erwin r 


Sapphire Manor Apt F-1. 
Johnson Bill r Country Club rd. . 


JohnsonCC r 


Sapphire Manor Apt A-6.. 


Johnson Cynthia Mrs r 


116 S Oaklawn av....... 
Johnson Earl r Maple st....... 
Johnson Fred r Boyleston rd.... 


Johnson Johnnie M r 
Hillside Heights 


Johnson Malcolm F r 


BA ORYanklin Ste ca ee 
Johnson Ray r Pisgah Forest... 


Johnson Robert L r 


Country Club rd........ 


Johnson Service Station 
Pisgah Forest 


Jones Clyde G r Fortune Cove... 
Jones HEr111S Gaston st.... 


oo * ee ae 


Johnson MW r Island Ford rd.. 


oe et @ ee ew @ e © 


.. TUrner-3-2785 
.. TUrner-2-6903 


.. L[Urner-2-6822 

.- }Urner-3-4801 
.. TUrner-2-4991 
.. PUrner-2-4361 


.. TUrner-3-4334 
.. LUrner-3-2584 


.. TUrner-2-6781 
.. 1 Urner-2-4065 


.. | Urner-2-2182 
.. TUrner-2-4201 


.. \Urner-2-4142 
.. TUrner-2-6872 


Jones Harry L r College Heights... TUrner-2-1771 


Jones JB ofc 12 E Main st.... 


..TUrner-2-4611 


Residence 532 Country Club rd. TUrner-3-1431 


Jones JP Jr r Boyleston rd.... 
Jones John D r 133 Maple st... 


.. TUrner-2-1792 
.. TUrner-3-2042 


JONES NEWS STAND 6 S Broad st. TUrner-3-3541 


Jones Roy r 251 W Probart st... 


Jones VernonL r 


Sapphire Manor Apt E-3.. 


Julian George W Rev r 
Pisgah Forest 


ecerve eee 


.. TUrner-2-2971 
.. TUrner-2-6992 
.. TUrner-2-2142 


Justus George r E French Broad st. TUrner-3-4382 


K 


K & M Auto Company 


228 W Main: st..iccs fe 
Kalmia Dairy N Caldwell st.... 


.. TUrner-2-2611 
.. TUrner-2-2651 


Kapp Lehman r 213 Park View dr. . TUrner-3-2031 


Kay Walter r Stratford av...... 


..TUrner-2-2252 


10 Kearns—McCall 


Kearns Grocery 400 N Caldwell st. . TUrner-3-4411 
Keating J F r 204 Park View drive. TUrner-2-3602 
Keisler BE r Rosman........... UNion-2-7283 
Kellar Mable Mrs r 138 Oaklawn ave. TUrner-2-6491 
Kellar Paul r 262 S Caldwell st... TUrner-2-3051 


Kelley Curtis L r E Main st....... TUrner-2-2291 
Kelley Elizabeth r W Jordanst..... TUrner-2-6492 
Kent SA r College Heights....... TUrner-3-4282 
Kent Sam r 36 Park av.......... TUrner-3-3282 
Kerr W A Rev r Asheville Highway. TUrner-2-6262 
. Killian’s Cabs Carver st.......... TUrner-2-6411 


Kilpatrick Ed r 361 S Broad st... .TUrner-2-4661 
Kilpatrick John r Shipman st..... TUrner-2-5052 
Kilpatrick Karl r 418 S Broad st. . . TUrner-2-3851 
Kilpatrick Mary Mrs r Rosman Hwy.TUrner-3-4145 
Kilpatrick Robert r 119 Maple st. . . TUrner-3-3931 


Kimzey John r 262 Maple st..... TUrner-2-4941 
Kimzey Pat Mrs r 113 Park av....TUrner-3-4472 
Kimzey Robert r 35 Park av....... TUrner-3-3951 
King Cordia Mrs r 

616 W Probart st......... TUrner-2-4461 


King Frank C r Greenville Hwy... .. TUrner-3-1852 
King Luther r 65 Franklin st..... TUrner-3-3192 
King Mary Dorothy r 


623::Probart st Se a: TUrner-2-4464 
King Ransler r Pickens Hwy....... UNion-2-7552 
Kirk Were Rice stig eo eee eee TUrner-3-2851 
Kitchen AO r 6 Franklin dr....... TUrner-3-4661 
Kizer Alex Jr r 113 Rice st...... TUrner-2-2343 
Kizer Alex Sr r Boyleston rd...... TUrner-3-3741 
KizerV.E: r.dohnson st. vic. ces TUrner-3-2492 
Knoth EA r Monroe st.......... TUrner-2-2572 


Knotts Emily H r 

Sapphire Manor Apt A-2...TUrner-3-1771 
Kolman Harry S r 6 Green Acres. . . TUrner-3-4781 
Korstain R J r 607 Country Club rd. TUrner-2-4332 
Krispy Glaze Do-Nut Shop 


T16:S Broad Stu es ete TUrner-2-6401 
Kuykendall Jean R r 50 Franklin av. TUrner-3-4271 
L 

L & H APPLIANCE CO 

15 Ss Broadwst<2o 32 recline os TUrner-3-1601 
Lake Sega Rosman Hwy......... TUrner-2-3871 
Lance Joe F r Rosman Hwy....... UNion-2-7371 


LandrethDC r Glade Creek rd... TUrner-2-3267 
Landreth Richard A r 


College Heights........... TUrner-2-339]11 - 
Par Gee TUrner-2-1142 


Lankford Randall r 

Hendersonville Hwy 
Lass Edwin M ¢ 

Sapphire Manor Apt C-1....TUrner-3-2994 
Lassiter M Collins Mrs r 

Grove Gifclée sia i By oe oe: TUrner-2-1602 
LAUNDERETTE THE 

MiZUS (Broad St meson TUrner-3-3641 
Lavell Joseph r 

Sapphire Manor Apt J-4.°..TUrner-2-6553 
Lawrence Flax Mrs r 

20 W. Jordan ’st23032 2 TUrner-2-2751 
Lawrence RE Mrs r Rosman Hwy. .TUrner-2-3871 
Laws Marcus W Jr r Pisgah Forest. TUrner-2-6587 


Layne George r Whitmire st...... TUrner-3-1391 
Ledbetter Walter W r 

Country Club ord 24.2.2 oes TUrner-2-2992 
Leete JF Dr r Grove Circle....... TUrner-2-1602 
Leonard William r 418 E Main st. . TUrner-3-2703 
Leslie Gordon r Boyleston rd...... TUrner-2-1394 
Levy Robert Dr r 114 S Rice st... TUrner-3-1192 
Lewis Elton r N Caldwell st...... TUrner-2-4031 
Lewis T B r Maple St Ext........ TUrner-2-3783 


Liedy James E r 


: Sapphire Manor Apt G-2....TUrner-2-2392 
| Lindley A r Hendersonville Hwy... . TUrner-2-3171 


Liner Jerry r Gaston st.......... TUrner-3-1071 


Link C P r 227 W Main st........ TUrner-2-4431 
Lobdell RN Mrs r Asheville Hwy... TUrner-2-6592 
Loeb Arthur r Fortune Cove.....°.TUrner-2-3982 
Loftis Edgar r 285 Maple st...... TUrner-2-6671 
Loftis Goode r 120 Maple st...... TUrner-3-4561 
Loftis HS Mrs r 225 Maple st..... TUrner-2-4271 
Loftis Marshall r Laurel Lane. ....TUrner-2-2334 


Loftis T J Mrs r 177 Railroad av... TUrner-3-1131 
Loftis T T r Hendersonville Hwy. .. TUrner-2-4171 


Logan Maggie r Pickelsimer ave... . TUrner-2-3763 


Lollis Paul J r Maple St Ext...... TUrner-2-3961 
Long Orville r Boyleston rd....... TUrner-3-2578 
Long William B r 210 Park av..... TUrner-2-3271 
LONG’S DRUG STORE 1 W Main st. TUrner-2-3521 
Loomis BW Dr r 

218 Park View dr....2.... TUrner-2-6291 


Lothery 0 E r Turnpike rd........ TUrner-3-3381° 


Love Robert L r 319 W Main st... .TUrner-2-1661 
Loyal Order of Moose Brevard Lodge 1769 


65.-Oakdale-St ee as. TUrner-2-5244 
Lusk Dock ¢ Rosman......... .. UNion-2-7241 
Lutheran Parsonage ad 
“216 W Probart\sti72-: ....  Urner-3-1231 
Lyday Albert J r Boyleston rd.....TUrner-3-1243 
Lyday Bill r Davidson River...... TUrner-2-4593 ~ 
Lyday Clyde r Island Ford rd...... TUrner-3-3981 
Lyday Dixon r Davidson River..... TUrner-2-4591 
Lyday Randall r S Gaston st....... TUrner-3-3681 


Lyday WM Mrs r 123 Maple st...TUrner-3-2881 
Lyday Wilson Dr ofc 


2324S Caldwellost. 5-9". TUrner-3-3201 
Residence Minor st.......... TUrner-2-1341 
Lynch G B Dr ofc 43 W Main st. . . TUrner-2-2921 
Residence E Main st......... TUrner-3-4161 


Lynch Lee C Mrs r 346 W Main st. TUrner-2-4641 
LyonJH r 


Sapphire Manor Apt E-2...TUrner-3-2991 


M 


MacDougald Duncan Mrs ¢ Rice st. TUrner-3-4872 
MACFIE DRUG STORE 2 W Main st. TUrner-3-2751 


Macfie JA r 124 Maple st....... TUrner-3-4731 
Macfie Spencer r 225 S Caldwell st. TUrner-3=2181 
Mackey Edward H r Penrose...... TUrner-3-1574 
Mack's Dairy Bar Pisgah Forest. . . TUrner-2-5482 
Maney Ernest r Osborne rd....... TUrner-2-5191 
Manley Doyle r Rosman......... UNion-2-7382 
Mann Jerry D ¢ Carolina av....... TUrner-3-3293 


Marcum Robert r Greenville Hwy. . TUrner-2-4261 
MARTIN & JONES SHEET METAL WORKS 


403 N Caldwell st....2...: TUrner-3-17011 @ 


If no answer dial...... ones: TUrner-2-1792 


Martin L D Mrs r 107 Owens st... . TUrner-2-2031 


Martin Leighton W r 


405 Caldwell st....... ....TUrner-2-1181 | 


Masonic Temple 211 E Main st... .TUrner-2-6201 
Massey Annie K Mrs r 


583 Country Club rd....... TUrner-3-3701 
Massey George r Probart st....... TUrner-2-1871 
Master Ester Mrs r Rice st....... TUrner-3-3481 


Matheson EB r 29 Franklin st... .TUrner-2-3651 
Matthews Oran E r Rosman Hwy...UNion-2-7144 
Matthews RE r Boyleston rd...... TUrner-2-5852 
Maxwell John Mrs r Boyleston rd. . TUrner-3-1241 
McAmis Grocery N Caldwell st... TUrner-2-3561 
McBride Harry r Greenville Hwy... TUrner-2-1741 
McCall Annie Mrs r Rosman Hwy. .TUrner-2-3041 
McCALL BROTHERS AUTO CO 
Rosman 
McCall (Rie Rosman isa. 424 UNion-2-7381 


- McCall Dallas K r Asheville Hwy...TUrner-2-6595 
McCall Doris r Rosman Hwy...... TUrner-2-5074 | 
McCallF L r Pisgah Forest...... TUrner-2-1151 — 


‘i Reta ke oan UNion-2-7361 


eS ee Eee ee ee ee eee ee 


McCall F M Jr r Maple St Ext..... TUrner-3-4424 


= 


McCall J Frank r Cherryfield....... UNion-2-7146 
Mc@allL L r Penrose........... TUrner-3-4571 
McCall Lionel r Whitmire rd...... TUrner-2-6072 
McCall Munroe r Laurel Lane..... TUrner-2-6691 
McCall Roy r Burrell av......... TUrner-2-4882 


| McCrary Calvin r Hill st......... T 


McCall Warrior r Hillside Heights. . TUrner-3-4241 
McCall’s Esso Service 

‘Pisgah Forest ...... Sheets TUrner-2-4202 
McCauley Jeep r W Main st...... TUrner-2-3752 
McCiainWWr 

Sapphire Manor Apt A-3...TUrner-2-4981 
McClellan L T r | 

311 W French Broad st... .TUrner-2-6192 


McClung William C r Kings Creek rd. TUrner-3-3233. 


WMeomrec L-r-Hayes-st’. 2.02 5. : TUrner-3-1762 
McCoy EP r Pisgah Forest....... TUrner-3-1561 
McCrary AlvinC r Penrose....... TUrner-3-1575 
McCrary Arthur r N Caldwell st... . TUrner-2-2651 


McCRARY AUTO SERVICE ING N Broad st 


Rceteee rere eS kee ,. TUrner-2-2311 
Parts and Service........... TUrner-2-1121 
Service otation +... .<2 se se TUrner-2-1321 


Nights Sundays & Holidays call. TUrner-2-2801 
Nights Sundays & Holidays call. TUrner-2-2351 
Nights Sundays & Holidays call. TUrner-2-1321 
Urner-2-1762 


McCrary Carl r 228 Maple st . TUrner-2-2351 


McCrary Dora Mrs r 206 Maple st. TUrner-3- -1031 


McCrary Edna Mrs r 


Country: Club td. os... sss. TUrner-2-4331 
McCrary Foster r ee Pdetns TUrner-2-3344 
McCRARY HOME & AUTO SUPPLY 
30 W Main st..... Ren ie weet TUrner-2-1611 
McCrary Mary Jane ofc 

Save ordan St... TUrner-2-3191 

Residence 228 Mace Sei: : TUrner-2-2351 
pelouraryeredor. Hull Sts.. so do. 3: TUrner-2-1761 


McCrary Thomas K r Elem Bend rd.TUrner-2-2801 
McCrary Thomas W r Penrose..... TUrner-3-2904 


McCrary VirgilL r. Penrose...... TUrner-2-3802 
McDarris Kenneth r 
MPL PHillcrest aves 3) dacs > TUrner-3-2163 


McDonald & Daniels 15 W Main st. TUrner-3-3761 
McDonald HC Mrs r Johnson st... TUrner-2-6121 


+ McDonald Henry C ofc 


_ McKinnish Conley r Highland rd. 


te aaa eek 


-McGowan Lindy r Duckworth av.. 


SPS WoMaln St.cG 65 cess. TUrner-3-3761 


-McDonald Pauline r Asheville Hwy. TUrner-2-2076 


McFarland Velma Mrs r 22 Park av. TUrner-3-1292 
McFEE JEWELERS 10 S Broad st. . TUrner-2-6911 
McGehee JT Mrs r 41 Franklin ave. TUrner-2-4252 
McGINNIS MILBURN ofc 1 Main st. TUrner-2-3141 
McGlamery NealV Revr 

Bountry Club ders Fr) 3. TUrner-3-3703 
. TUrner-3-1341 
McGuire Frank B Dr ofc 


COW. Main sty..65 Soo. es TUrner-3-2741 
Residence Forest Hills....... TUrner-3-1701 
McGuire J W r Asheville Hwy...... TUrner-3-2575 


McGuire Ralph W ¢ Forest Hills... TUrner-2-4091 


Mclilwain JH r Monroe st........ TUrner-2-2181 


. TUrner-3-3351 


St Philips, Lane cosas. S. TUrner-3-2701 
McKinney Tom r Rosman Hwy... .TUrner-2-5282 
. TUrner-3-3133 
McMinn Ethel Mrs r 281 Maple st. TUrner-3-1894 


McIntosh Spalding r Forest Hills. . 


McKenzie Frank E Rev r 


McMinn Nathan ¢r Rice st........ TUrner-3-1191 


McRoberts DG Mrs r Pickens Hwy. UNion-2-7561 
Mease Lessie r 3571 S Broad st. TUrner-3-1991 
Medford Ned r Country Club rd... . TUrner-3-3672 
Meece Looney r Rosman......... UNion-2-7555 
Meece Wiley r 662 Probart st... .TUrner-2-4382 


-Mehaffey Huntly r Neely rd....... TUrner-3-2192 


McCall—Morley 11 
Melton Robert W ofc 15 W Main st. TUrner-2-6811 


Residence King st. ........-. TUrner-2-4372 
Melton W M ofc 437 Whitmire st. . TUrner-2-2521 

Residence 334 E Mainst...... TUrner-3-1931 
Merrell Carroll R r 

oUOUNtey2 ClUD Fde yet os TUrner-3-2382 


Merrell Fritz r 55 W Morgan st... TUrner-2-1382 
MERRILL A E contr N Broad st... TUrner-3-1401 
Residence: Penrose ......0.... TUrner-3-4311 


Merrill B F + Penrose........... TUrner-3-4314 
MerriliC H r Hillcrest av......... TUrner-2-2861 
Merrill Carroll S ¢ Nicholson rd... .TUrner-3-1903 
Merrill Dan r 131 Maple st....... TUrner-2-1351 
Merrill Donald r Little River...... TUrner-3-1573 
MerrillHM r Penrose.......... TUrner-3-1576 
Merrill Hall r Penrose.......... TUrner-3-1570 
Merrill Hayes r Little River....... TUrner-3-1572 


Merrill Riley r 230 Carolina av... .TUrner-3-2931 
Merrill Robert Lr Little River..... TUrner-3-1578 
Merrill T M r Little River........ TUrner-3-4312 
MERRILL WELL DRILLING CO... .TUrner-2-2861 
Metcalf Marie Mrs r 


44-Turnpike -rdecse.ck 4 ss TUrner-2-2981 
Methodist Parsonage 

TAN Gastottst.).4s es et TUrner-3-3461 

' MichaelC L r Park Av Ext....... TUrner-2-6971 


MICY’S LAUNDRY 343 King st... .TUrner-3-2541 
Miller D P Mrs r Ross Hall Apt 3. .TUrner-2-3491 
Miller Robert r Asheville Hwy..... TUrner-2-3584 
Millner W M ¢ 32 Franklin av..... TUrner-2-1651 
Millner Walker r 

402 E French Broad st..... TUrner-2-3461 
Mills Callie G Mrs r 


Pickelsiinér cave os oc. TUrner-2-3764 
Mills Gordon D r 
* Sapphire Manor Apt C-2..... TUrner-2-4982 


Mills J Leroy r 545 Country Club rd.TUrner-3-4231 
Mills James r Hendersonville Hwy. . TUrner-2-6682 


Mims JE +r Ashworth av......... TUrner-3-3601 
Misenheimer C F r 
306 Cashiers Valley rd..... TUrner-2-6631 


Misenheimer Harold r Boyleston rd. TUrner-2- 2592 
Misenheimer John W ¢ 
Sapphire Manor Apt B-3....TUrner-2-3694 
Misenheimer Weldon r 343 King st. TUrner-3-2541 
Mitchell A F ofc 32 S Broad st....TUrner-2-5131 
Residence Penrose .......... TUrner-3-4291 
Mitchell Charles F r Israel road. ...UNion-2-7152 
Mitchell Everett 0 r 
Sapphire Manor Apt N-1...TUrner-2-6823 
Mitchell Thomas L ¢ 55 Park av...TUrner-2-6851 


Mitchem Ed r N Thomas st....... TUrner-3-3861 
Modern Beauty Shop 8 W Jordan st.TUrner-2-4921 
Moffitt Dwight r Monroe st....... TUrner-2-3641 
Moffitt Nettie G Mrs r 

544 Country Club rd....... TUrner-3-4931 


Monahan Ralph r Stratford av... .TUrner-2-2252 
Monteith AL r 100 Thomas st... .TUrner-3-3471 
Monteith Fred Mrs r Rosman Hwy. TUrner-3-1142 
Moody Walter B r Pisgah Forest. . . TUrner-2-5472 
Mooney Elijah ¢ Glade Creek rd... TUrner-3-3572 


Moore DF r 110 Maple st....... TUrner-3-2861 
Moore lan Lee r 
A EJordanst es oo oe. TUrner-3-1311 
MOORE FUNERAL HOME 
104.6 Jordan: St. ec os ee TUrner-3-1311 
Moore Giles L r Rosman Hwy...... TUrner-2-5076 
Moore Lynch r Country Club rd... TUrner-2-4841 
MooreWJ r Rosman........... UNion-2-7191 
Moore Wilma r Rosman.......... UNion-2-7421 
MorganEV r Rosman........... UNion-2-7536 


Morgan Edwin A r Rosman Highway. TUrner-3-1202 
Morgan Harry F r Pickens Hwy... .UNion-2-7242 
Morgan Rube r 311 Whitmire st. .TUrner-3-1392 
Morley Edward r 546 E Main st. . TUrner-3-3491 


ae Morris—Patterson 


MorrisC C r Burrell av.......... TUrner-2-1831 
Morris Carlos H r Country Club rd. . TUrner-2-6904 
Morris D Baxter r 570 E Main st. . TUrner-3-2392 
Morris Eugene r N Broad st.......- TUrner-3-1672 
Morris Ralph r 348 S Broad st... . TUrner-3-2282 
Morris William C r Morris rd...... TUrner-3-3992 
Morrow Eben r Greenville Hwy... . 1Urner-3-2144 
Morrow James P r Greenville Hwy. . TUrner-3-2143 
Morrow RH r 563 E Main st..... TUrner-2-4711 
MullC C Mrs r Maple St Ext...... TUrner-3-2804 
Mull Spencer r Penrose......-... TUrner-3-2903 
Mull’s Grocery 34 S Broad st-.... TUrner-2-5111 
Murphy Claude H r Ashworth ave. _. TUrner-2-3154 
Murphy W Charlie Mrs r 

12S EiMain Stack sce hoe TUrner-2-5971 


NATIONWIDE INSURANCE COMPANIES 
Waltermire Hotel Lobby... .TUrner-2-1561 
Nights Sundays & Holidays call. TUrner-2-1641 
Neal Hawkins Construction Co 
Roveston. fae ists cee bane TUrner-2-1991 
Neal John T Rev r Little River..... TUrner-3-4313 
Neely MJ r 303 French Broad st. . TUrner-2-1182 


Neely R M r 109 Maple st....... TUrner-2-6371 
Neill Avery C r Pisgah Forest..... TUrner-2-4244 
Neill Vernon r Pisgah Forest...... TUrner-2-4243 


Neill WE Mrs r Greenville Hwy... . TUrner-3-4961 
Nelson Bill r 110 E French Broad st. TUrner-2-4472 
Nelson Cheatham r Maple st...... TUrner-2-4272 
Nelson Roy r 50 Franklin av...... TUrner-2-3841 
Nelson William r College Heights. . . TUrner-2-2892 
Neumann Eric r 650 W Probart st. TUrner-3-1041 
New Tom r 231 Maple st....... .TUrner-2-4161 


Newbury HE r Grove Circle...... TUrner-2-1603 
Newell MB r Elm Bend rd....... TUrner-3-3961 © 
Newland Charles Dr. ofc : 
BOW Jordantiost: = ae see TUrner-3-3811 
Residence Neely rd.......... TUrner-3-4751 
Hf no“answer: dialvoe a es TUrner-3-2471 
Hino aaswer dials acs  s TUrner-2-3041 


Newland Harry E r 

218 W French Broad st... .TUrner-2-2761 
Newman's Electric Shop 

SGalawell St yon ie a TUrner-2-2631 
Newsome James r Island Ford rd. .TUrner-3-2581 
Nicholson Banks Err 

Cashiers Valley rd......... TUrner-3-3692 
Nicholson BillH r Deavor rd...... TUrner-2-4063 
Nicholson J S Mrs r 538 E Main st. TUrner-3-3492 
Nicholson Lillie r Duckworth ave... TUrner-2-5243 
Nicholson ML ¢r Nicholson rd..... TUrner-2-3382 
Nicholson Raymond E r Cherryfield. UNion-2-7142 
Nicholson Robert J r Johnson st. ..TUrner-2-5461 
Nicholson Roscoe Mrs r 3 Park av. . TUrner-2-3861 


Nicholson Walter r Penrose...... TUrner-3-4573 
Nickel Bargain House Times Arcade. TUrner-3-2551 
Norlander C D r Lake View dr..... TUrner-3-3781 
Norman Joe G r Laurel Lane...... TUrner-3-4061 


Norman John Rev r Glade Creek rd. TUrner-3-3575 
Norman RT r Glade Creek rd....TUrner-3-3574 


Norris Bill r Appletree st........ TUrner-3-3553 
Norris Everett r Laurel Lane..... TUrner-2-6694 
Norris George r Penrose......... TUrner-3-4578 


North Carolina Forest Service 
Rich Mountain Fire Tower... .TUrner-3-3982 
North Carolina State Highway Commission 
Equipment Garage Calvert ....UNion-2-7294 
Maintenance Dept Calvert. ...UNion-2-7292 
Prison Camp No 1410 Calvert. . UNion-2-7293 
Norton Daisy Miss r 


627 W Probart st......... TUrner-3-4171 
Norton EN: r Monroe: sts cg, TUrner-2-2682 
Norville AE r 263 Maple st...... TUrner-2-6771 


Norwood Pete r E French Broad st. TUrner-3-4381 


‘Norwood Rosa W Mrs ofc 


15 SU BrOad Stir oa se ... TUrner-3-1601 : 


NU WAY CLEANERS 
250° N: Caldwell Stiu. sgucecct as TUrner-3- 2111 


O 


Ormand Ben F Rev r Franklin drive’ TUrner-2-5951 
Orr Allison r 55 Park av......... 


OrrC B Mrs r Azalea av.......... TUrner-2-4182 
Orr Charles r Penrose........... TUrner-3-4572 
Orr Clarence r Asheville Hwy...... TUrner-2-1693 
Orr Earl r Glade Creek rd........ TUrner-2-3268 
Orr OH ofc 15 W Main st........ TUrner-2-6811 

Residence Forest Hills....... TUrner-3-4861 
Orr RJ r Asheville Hwy.......... TUrner-3-2573 
Orr Ralph r Asheville Hwy........ TUrner-2-1694 
Orr William F r 29 Park av...... TUrner-2-4601 
ORR’S STORE Asheville Hwy...... TUrner-2-1698 
Osborne C L r Hendersonville Hwy. . TUrner-2-6861 
Osborne JE Dr r Rosman......... UNion-2-7121 
Osborne Mark r Selica........... TUrner-2-2872 


Osborne Marty r College Heights. . . TUrner-2-1281 
OSBORNE-SIMPSON FUNERAL HOME 


143° E* Main ste oa TUrner-3-2421 
Osteen William L r 

509 S Caldwell st......... TUrner-3+2203 
OvendenAE r Park View dr...... TUrner-2-3881 
Owen AB r 205 Whitmire st..... TUrner-2-6702 | 
Owen Bill r Cherryfield.......... UNion-2-7140 
Owen Ethel Mrs r 411 S Broad st. . TUrner-3-4651 
Owen Harold W rf Illahee rd....... TUrner-2-4682 
Owen Harry P r Calvert.......... UNion-2-7165 
Owen Marvin r Maple St Ext...... TUrner-3-2802 
Owen Paul C r 684 W Probart st. .TUrner-2-2562 — 
Owen PoseyB r Rosman......... UNion-2-7182 
Owen Ruth r Abercrombie Apt 8. .TUrner-2-2372 
Owen Sam R r Boyleston rd...... TUrner-3-2634 
Owen Ted r Boyleston Hwy....... TUrner-2-3581 
Owen William T r Rosman........ UNion-2-7251 
Owenby Brothers Amoco E Main st. TUrner-2-3291 
Owenby Ed r Asheville Hwy....... TUrner-2-3583 


Owenby Fred T r Asheville Ave 
Owenby Maggie Miss r 


Owens Carr r Burrell av......... TUrner-2-4881 - 
Owens Jimmy r Highland rd...... _ . TUrner-2-4184 
OwensRW r Cherryfield......... UNion-2-7145 - 

Owens Verlon Mrs r Rosman....... UNion-2-7431 | 


P 
Pace B B Davidson River.......-. TUrner-2-4133 
PACE BROTHERS Tinsley rd...... TUrner-2-3733 
Pace RW r E French Broad st... . TUrner-2-4471 
Pace William G r Appletree st... .. TUrner-3-3552 
Palmer Ralph r Appletree st..:.. Tuer a: 3551 
Pangle Henry C Mrs r Rosman..... UNion-2-7192 


Pangle MGr Maple st........... TUrner-2-4761 74 
conan TUrner-2-3903 


Parker Charles D r 

Hillside Heights 
Parker GD r E French Broad st... TUrner-2-5332 
Parker James Mrs r Rosman Hwy. .TUrner-3-1121 
Parker Robert L r Oakdale av..... TUrner-2 -3472 
Parker Wm Henry Mrs r : 


Wi Probart Sto mauees sn Trier 29/2 a= 
Parris Richard r Maple st........ TUrner-2-6372 
Parrish T Ralph r Wilson rd...... TUrner-3-1853 
ParsonL S r 30 Franklin st...... .TUrner-3-3851 
Parson’s Jewelry 17 W Main st....TUrner-2-5021 
Patterson Alex r E Main st...... TUrner-3-3451 
Patterson Carl r Osborne rd....... TUrner-3-2893 


Patterson Paul r 


PickelSimer: “Apt 9.) oie ais TUrner-2-4191 . 


TUrner-2-6851 | 


/\TUrner-2-3585 
6: S, Caldwellists.e oes .TUrner-2- 4451 


PATTERSON’S DEPARTMENT STORE 


25 We Main stich i. et. TUrner-3-1331 


__ Patton Bates Mrs r Davidson River. TUrner-2-6881 
Patton C Y r 37 W Morgan st..... TUrner-2-2831 
Patton Charlie Y Jr r 

ae sa/o WiMain' Stes os wee. TUrner-2-1662 


Patton Frank J r 256 Maple st... . TUrner-2-6831 
Patton Harry r 223 W Main st....TUrner-2-2731 
PATTON’S GULF SERVICE 

OR Giak: (0) So Steele a ai TUrner-2-6211 
Patton’s Store Pisgah Forest..... TUrner-3-4851 
Paxton A M Jr r Rosman Highway. TUrner-2-2603 
Paxton AM Sr r Pickens Hwy..... UNion-2-7403 
Paxton Alice Mrs r 39 Park av... .TUrner-3-3782 


Paxton Charles r Rosman Hwy..... UNion-2-7151 © 
Paxton Ernest r Hannah Ford rd. ..UNion-2-7153 
Paxton Geneva r Rosman Hwy...... UNion-2-7372 
Paxton Ralph r Hannah Ford rd...UNion-2-7164 
Paxton Wood ofc N Broad st..... TUrner-3-2351 
Residence 39 Park av....... TUrner-3-3782 


Paxton Wood Motors N Broad st. .TUrner-3-2351 
Pearce Robert r 278 Maple st... .TUrner-3-4671 
PEARLMAN’S FURNITURE STORE 
Bo NANA SU ie Sais oa ee TUrner-3-1921 
Peevy Charles B r 
ies -. TUrner-3- 4912 


Hendersonville Hwy 
Pendleton Eugene R Rev r 

633 W Probart st......... TUrner-2-4463 
Penrose Lumber Company Penrose. . TUrner-3-4293 


Perkins AE r 12 Park av......... TUrner-3-1382 
Perkins GT ri12 Park av......... TUrner-3-1381 
Perkins George T Jr r Lake View dr. TUrner-3-4972 
Perkins Grace Mrs r Park av...... TUrner-2-1172 
PERKINS OIL GOMPANY Burrell av. TUrner-3-3791 
Perry James r Johnson st........- TUrner-2-3793 
Peterson Jim r Whitmire st...... TUrner-2-3201 


Pettee Jack C r Main St Ext..... TUrner-2-1552 
Pettit Charles r 407 S Broad st. . . TUrner-3-4062 


Pettit JB Mrs r 7 Park av....... TUrner-3-1461 
Pfohl James Christian ofc 

Protiart-St EXO. <6 ces cee TUrner-3-1651 
Phatr A Mf. Rosman <3. 5... UNion-2-7272 
Phillips Guy r Varsity st......... TUrner-2-3831 
Phillips RL Rev r Fisher rd....... TUrner-3-1263 


Phillips Ruby r Hillside Heights... . TUrner-2-3162 
Phillips W Wayne r Asheville Hwy. . TUrner-2-2074 
Pickelsimer C W r 45 Oaklawn av . . TUrner-3-2101 
Pickelsimer C W Jr ofc , 
a6 WProbpart St... sss 6% TUrner-3-1511 
Residence 236 W Main st..... TUrner-3-2102 
Pickelsimer J B Mrs r 


P30 WOrdan St-4 s+. TUrner-2-4851 
Pickelsimer J H Mrs r 

515 Country Club rd... ... TUrner-2-3401 
Pickelsimer Newton r 

Dawsons RIVEF =. 6 ss one ces TUrner-2-4592 
Pierce-Moore 235 W Mainst...... TUrner-2-6421 
Pillow Braden r 

205 Park View drive....... TUrner-3-4601 


PINE RIDGE GROCERY 
Hendersonville Hwy ..... 


p .. TUrner-2-6131 
tees BUILDERS SUPPLY 


Br etath FOVESE.  o2 Shas cee love’ s TUrner-3-4611 
PISGAH CANDY COMPANY 
333 N Caldwell st.......- TUrner-2-6651 
PISGAH FURNITURE COMPANY 
f Pasian, FOPeSt siz ors «a8 wie TUrner-2-1511 
PISGAH INDUSTRIAL LOAN CO INC 
PTV EAN Stam oo. 5 eizregs’ ous TUrner-2-3361 
Pisgah Mills 437 Whitmire st..... TUrner-2-2521 
PISGAH MOTOR COURT 


° Hendersonville Hwy .......- TUrner-3-1751 
Pisgah Trading Post Pisgah Forest. TUrner-3-1802 
Plumb Carl S Dr r Country Club rd. TUrner-3-3841 


Plummer R Hr 567 E Main st..... TUrner-2-5831 


Patterson’s—Reid 13 


Bummer s Department Store 


SO W Main sts. sa oc cae TUrner-2-4621 
Ponder Norman L r¢ Maple st..... TUrner-2-4993 
Poole C F r 312 W Main st....... TUrner-2-6341 
Poole Joe r 217 Maple st........ TUrner-2-1931 


PoorAPMrsr 

- 317 W French Broad st... .TUrner-2-6191 
Poor Avery P Jr r 346 Whitmire st. TUrner-2-4281 
POOR-L?G 7e Monroe: Stine kee. os TUrner-2-2571 
Poor Thomas E r 354 S Broad st. . TUrner-3-1993 
Pcrter Roy r 10 Green Acres...... TUrner-3-1371 
Poteet AL r Carolina av......... TUrner-3-1872 
Potts Jack H ofc 15 W Main st... . TUrner-2-4221 

Residence 300 W Probart st. . TUrner-2-6431 


Potts & Ramsey 15 W Main st... . TUrner-2-4221 
Powell Earl E + Forest Hills...... TUrner-3-3431 
Powell J W r Pickens Hwy........ UNion-2-7532 
Powell RC r Pickens Hwy........ UNion-2-7531 
Powell Robert T r Pickens Hwy..... UNion-2-7416 
Power Equipment’ Company 


French*®Broade St :.5. inc ks TUrner-3-1421 
Presbyterian Church E Main st... .TUrner-2-5952 
Presbyterian Manse Franklin drive. TUrner-2-5951 
Pressley Carl r Rosman.:......... UNion-2-7564 
Pressley GC r 

304 W French Broad st... .TUrner-3-4372 
PRESSLEY & OSBORNE 

W French Broad st........ TUrner-3-2121 
Price David r College Heights... .TUrner-2-3392 
Price Lela Mrs r 411 S Broad st. .TUrner-2-1721.- 
Price W S r 224 W French Broad st. TUrnher-2-3351 
Priest Anne B Miss r 


BIZON SB Oad: Stemi s sca. TUrner-3-2682 
Private Patrol Inc N Caldwell st... TUrner-2-2781 
Purnell W H ¢ Glade Creek rd..... TUrner-2-4064 
Queen Burgle r Rosman.......... UNion-2-7261 


. TUrner-2-1794 
. TUrner-2-6701 


Queen Harrison r Boyleston Hwy. . 
Queen Ray ¢ 230 Whitmire st... 


Queen S'S“e Rositian eee UNion-2-7262 
Quillian John W Mrs r 
Sapphire Apt B-2........ TUrner-2-3693 
R 


Rackley Franklin r Oakdale ave... .TUrner-3-4984 
Rackley LeRoy r Boyleston rd..... TUrner-2-1793 


Rahn PA ofc Penrose........... TUrner-3-4293 
Rahn Wilbur + Penrose.......... TUrner-2-5413 
Raines JC r Pickens Hwy......... UNion-2-7413 


Ramsay Thomas E ofc 
Pisdatr: POreSt a a 34s nes TUrner-2-6311 
Residence Neely road....... TUrner-2-1271 
Ramsey Earl Gene ofc 15 W Main st.TUrner-2-4221 
Residence 55 Franklin av..... TUrner-2-1652 
Ramsey & Hill ofc 
35/2 EnMain sti.. oe adcics.'s TUrner-2-6611 
Ramsey Ralph ofc 35/2 E Main st. TUrner-2-6611 
Residence Greenville Hwy..... TUrner-3-3241 


Raxter Calvin r Pickens Hwy......UNion-2-7534 
Ray Virgie r Cemetary rd........ TUrner-2-6585 
Ray’s Shell Service Rosman:~...... UNion-2-7377 
Ream AN PRICE Ste fas oko sec ies s TUrner-3-2961 


Rector Ernest r 57 W Morgan st. . TUrner-2-1383 
Red Diamond Service Station 


TBI Tepes Ct eae On ar eae TUrner-3-1402 - 
Reid Claud r 42 W Morgan st..... TUrner-2-1671 
Reid Furniture Company 

Tos EWA Sti tensa os TUrner-2-4311 
Reid JT r Hillside Heights....... TUrner-2-3164 
Reid Lee E r Glade Creek rd......- TUrner-3-2242 


Reid Leo A ¢ 261 S Caldwell st... TUrner-2-1262 
Reid TE r 315 W Probart st..... TUrner-3-3441 


14 Reynolds—Smith 


Reynolds Ada Mrs r 346 W Main st. TUrner-2-4641 
Reynolds Hessie Mrs r Park av... .TUrner-2-6142 
RhodesAJ r 7 Green Acres...... TUrner-3-2672 
Rhodes Margie Mrs r 
210 Probart st. TUrner-2-3301 
Rhodes Tony Mrs r 
Hendersonville Hwy ....... TUrner-3-2331 
Rhyne John L r College Heights. ..TUrner-3-1261 
Rhyne R Y r 210 Park View dr....TUrner-3-1631 


Rice Richard r Rosman........... UNion-2-7441 
Richards Jack E r 
544 W Probart st sos ue. S TUrner-3-1904 


Rickards JamesC r 
409 W Probart st. TUrner-3-1682 


Ricker CR r Neely fdo oc TUrner-2-1861 
Riddle Phil T r Osborne rd....... TUrner-3-4982 
Risk JL Mrs r Robinson st....... TUrner-2-5333 
Roberts Richard D r Grove Circle. . TUrner-3-4993 
Roberts WM r Neal rd.......... TUrner-2-1892 
Robinson Ira r Osborne rd........ TUrner-2-5194 


Robinson Jean T Mrs r Penrose. ..1TUrner-2-3801 
Robinson Mary Rr 


Abercrombie Apt 5....... TUrner-3-2482 
Rockwood Alvin Mrs r 

605. W Probart st...... 6. TUrner-3-2051 
Rogers. Bly cr Calvert nc cea) UNion-2-7374 
Rogers Carlotta P r . 

639. W. Probart::st (eee. TUrner-2-3971 
Rogers Chris r Park View dr...... TUrner-2-4651 


Rogers Truman.r Elem Bend rd... .TUrner-2-1294 
Roland EQ Dr ofc 20 W Jordan st. TUrner-3-4641 

Residence 51 Park av........ TUrner-3-1941 
Rose F T Rev r Osborne rd....... TUrner-2-4831 
Rose Sam J r College Heights. ...TUrner-2-5362 
Rosetti Carol Mrs r Pickens Hwy...UNion-2-7414 
Rosman Self Service Grocery 


ROStiath eater oe ren UNion-2-7361 
Rosmemond Bessie Mrs r : 
40: Pickelsimer wave. eek: TUrner-2-3762 


Roy C Edward r College Campus. . . TUrner-3-4032 
Runion Harold r 9 Green Acres. ...TUrner-3-4782 
russell Charles L r 32 Franklin st. . TUrner-3-4272 


Rustin WB Mrs Penrose......... TUrner-2-3801 
Ruth Sam r 5 

Sapphire Manor Apt N-2...TUrner-2-3443 
Rutherford RC r Whitmire rd...... UNion-2-7168 
Rutterbush Corrie Lee r 

276° Maple’ sts 0 ae TUrner-3-1891 

NS) 

Sacred Heart Catholic Rectory 

S Caldwell stusse aie: TUrner-3-2151 
Sader Julius Dr ofc 15 E Jordan st. TUrner-2-1241 

Residence Grandview ........ TUrner-2-1161 
If no answer didlos. vin k eo TUrner-3-3631 

Sader & Stricker Drs 

Loc ES Jordan; Step a) see, TUrner-2-1241 
SAFETY CABS E Jordan st...... TUrner-2-3721 
Sagar WS Jr r Pickens Hwy...... UNion-2-7502 
St Philips Episcopal Church 

aati: St sce ven pair eee TUrner-3-2702 
Saltz HC r Hendersonville Hwy... TUrner-3-1882 
Saltz JL Mrs r 326 King st...... TUrner-2-5211 
Sams David r Franklin st........ TUrner-2-2961 


Sam's Drive In Hendersonville Hwy. TUrner-2-1041 
Sapphire Manor Office 


Sapphire Apt: b-1. :o.43 <= TUrner-2-6551 
Sarratt’s Cleaning Morgan st... ..TUrner-2-1021 
Sawyer W D r 37 Turnpike rd..... TUrner-2-1254 


Schlosser MA + Lake View dr....TUrner-2-2151 
Schlunz Paul W r Country Club rd.TUrner-2-2993 
Schmidt Howard r 124 Park av... .TUrner-3-1451 
Schranz Erwin r Forest Hills...... TUrner-2-1571 


- Schulman’s Department Store 

68 E Main st 
Schultz Leroy r Turnpike rd 
Schulze GA r 418 E Main st 
ScottC B r College Heights 
SCOTT’S SUPERETTE 

49 W Main st 


at Oe EE TUrner-2-4211 | 
fers, TUrner-3-1892 
pei alia TUrner-2-4891 
stent TUrner-2-1772 


Gecace lace copeete TUrner-2-3241 


Scroggs Wade M ¢ Stratford av... .TUrner-3-1792 


Scruggs Frank r Forest Hills 


ey eae TUrner-2-2662 © 


Scruggs Hampton r Rosman Hwy. .TUrner-2-1062 
Scruggs Robert r S Caldwell st... .TUrner-3-2841 


Seay Clyde r Turnpike rd 
Seely Ted r Pisgah Forest 


Sellars Martha r 


Abercrombie Apt 4 


pCa Maye TUrner-2-2982 — 
sameness TUrner-2-1683 ~ 


Re ataay stat TUrner-3-4772 


Sentelle Kenneth r 110 Franklin st. TUrner-2-2962 
Sentelle Ralph r Asheville. Hwy... .TUrner-2-2072 


Setzer John L r Carolina av 


Meals TUrner-3-3291 


Sharp CR r 242 S Caldwell st... .TUrner-3-1861 


. Shepard Elizabeth Miss r 
College Heights 


Pea att en See TUrner-3-1262 


Shepard James r Glade Creek rd. . . TUrner-2-3262 
Sherrill Charles W r Pisgah Heights. TUrner-3-3802 


Shiflet Ben r 272 Maple st 
Shiflet HB r Maple st 


aay TUrner-3-1271 
A Peete, 5p TUrner-3-3731 


Shipman Annie r 201 E Main st... TUrner-2-4821 


Shipman G@T r Little River 
- Shook BC r Asheville Hwy 
Shook James r Oakdale ave Ce 
Shook Lavonia Mrs r Elem Bend rd. TUrner-2-3691 


Siattage e TUrner-2-3807 
Bra ante TUrner-2-2075 
ee eras TUrner-3-2891 | 


Short WF r E French Broad st... . TUrner-3-3971 


Shuford Clyde A r Penrose 
Shuford Fred E ofc 15 W Main... 

Residence 132 Maple st 
Shuford George D r Penrose 


Sgt soe TUrner-2-3803 


. TUrner-2-6811 


.....+ TUrner-2-4701 
ee ene TUrner-3-2901 


Shuford Merrimon r Penrose...... TUrner-3-1577 


Sigmon H W r College Heights 
Sigmon Victor E r Pickens Hwy... 


SikkemaEM r 


Sapphire Manor Apt B-1.. 
Silvers Van r Rosman Highway. 
Silversteen J S ofc | 

95 Cashiers Valley rd 

Residence Silvermont 
Residence Silvermont 
Simpson JA r Boyleston rd 


«irae TUrner-2-5361 


. UNion-2-7404 
. TUrner-2-6821 


... TUrner-3-4144 


..aee. TUrner-3-4021 
eae TUrner-2-6251 
Hees ee TUrner-3-4831 
er eee TUrner-2-3541 


Simpson Paul r Green Acres...... TUrner-3-2671 
Siniard Hale r Park View dr...... TUrner-2-3281 
Siniard Harold r Highland rd..... TUrner-2-4172 


Siniard J N r Hendersonville Hwy. . 
SINIARD’S TRANSFER CO 
Boyleston rd 


. TUrner-3-2792 


ceswe casiee es | UPnere3-3304 


Sitton David E r Asheville Hwy. ...TUrner-3-1585 


Sitton Gerald r 128 Maple st 


iia TUrner-3-1361 


Sitton Paul r Hendersonville Hwy. . TUrner-3-3182 


Sitton’s Store Pisgah Forest 
Slack’s 1 E Main st 


Sledge John Reece r 
460 W Probart st 
SLEDGE RADIO & TELEVISION 
41 N Caldwell st 


Soe A TUrner-2-4932 
ees Nee TUrner-2-6541 
Sledge James H r 119 Oaklawn av. TUrner-3-4802 — ; 
weve u vss Td Ummer-3-2731 


ee Se TUmer-3-391 ae 


Smathers Cecil r Hillside Heights. . TUrner-2-3163 


Smathers Jack r S Gaston st 
Smathers 0 K r Turnpike rd 


Boban TUrner-3-3682 
So nas TUrner-3-4672 


Smathers Paul P r 66 Franklin st. . TUrner-3-4631 


Smedberg HV r Probart St Ext...TUrner-3-2971 
Smile Oil Company N Broad st 
Smith Allen M r¢ Carolina av 
Smith Calvin ¢ Turnpike rd 


Smith Dallas L 


Smith Dona r Rosman 


ren TUrner-2-6232 
my Aedieg TUrner-3-4221 
r+. UNion-2-7422 % 


Sapphire Manor Apt 0-1... .TUrner-2-6824 

Se GR ONS hy - UNion-2-7424 

Smith Edna Mrs ¢ 1 England av. ..TUrner-2-3631 
Smith Ernest r Probart st % 


mie aa 
ra ee ee 


pea ae oe a ~~ 


Smith Hall Jr r Grove Circle...... TUrner-3-4994 


Smith JE r 5 Green Acres....... TUrner-3-2451 
Smith John W ¢r S Broad st...... TUrner-3-2281 
Smith Lewis r Lake View dr...... TUrner-3-3172 


Smith Margaret r Maple Apt 4...TUrner-2-3991 
Smith Paul r 302 S Caldwell st... . TUrner-3-2202 


Smith RC ¢ Kings Mill rd....... TUrner-2-1961 
Smith Rastus r 

318 W French Broad st..... TUrner-2-5262 
Smith Roy E ¢ McClain rd........ TUrner-2-3731 
Smith T S Mrs r 336 King st...... TUrner-2-1582 
Smith WJ r Boyleston rd........ TUrner-3-3401 


Souther George R r N Johnson st. . TUrner-2-6122 
Souther Harvey L r Rosman Hwy. . TUrner-2-5912 
Southerland Fred r 


557 Country Club rd....... TUrner-3-2441 
SOUTHERN DAIRIES 
e Caldwell and Broad sts..... TUrner-2-3621 
Southern Grill Rosman ........... UNion-2-7132 
Southern Railway Company 
Bee epot st. ole o ce. ok. TUnrer-3-2821 
Southern Railway Company 
Pisgah Forest fe... TUrner-2-4321 
Sowell JB r Turnpike rd......... TUrner-2-1251 
Spicer GT r 6 Elem Bend rd...... TUrner-3-3962 
Spohn HA r Boyleston rd....... TUrner-2-4961 
Sprott Gordon r Deerwoode Lane. . TUrner-3-2432 
if-no answer dials... 3. 5.0: TUrner-3-2431 
Sprouse Ed r Tinsley rd.-....... TUrner-2-1703 
Stamey JN r Kings Mill rd....... TUrner-2-1962 
Stamey RH Rev r College Campus. TUrner-3-3421 
Stepan Main stoi: oe x TUrner-2-2811 


Stephens Carl W ofc 


Waltermire Hotel Lobby... .TUrner-2-1561 | 


Residence Wilson drive.......TUrner-2-1641 
Stepp Lewis E r Turnpike rd...... TUrner-3-3872 
Steppe Lita r Rice st........... TUrner-3-4871 


Stevenson J Jr 501 N Broad st... .TUrner-3-2461 
Stewart John F r 38 Park av....TUrner-3-3281 
Stewart Kenneth r Whitmire rd... . TUrner-2-6073 
Stiles J W Rev r 347 Whitmire st. . TUrner-2-4282 
Stokes RL Dr ofc 24 W Main st. .TUrner-3-1101 

Residence Rosman Hwy...... TUrner-3-1101 
Stone RG Mrs r 102 Park av....TUrner-2-4631 
Stoneback Donald F r . 


: Bio rropart Stoo... TUrner-2-4782 
Strasser Marie r Mont Clove Hill. . . TUrner-2-1331 
Straus Walter r Grandview....... TUrner-2-5102 


Stricker RL Dr ofc 15 E Jordan st.TUrner-2-1241 
Residence Country Club Circle. TUrner-3-3631 


If no answer dial.......... TUrner-2-1161 
Strickland Aretta r 
~ Hendersonville Hwy ....... TUrner-3-3184 


- Stroup Claude E r Country Club rd. TUrner-2-2991 
Stroup Fred O r Rosman Highway. . TUrner-2-5882 
Stroup Paul Rosman TUrner-2-1073 
Stroup Tom r College Heights..... TUrner-2-4691 
Summey Lewis W r 226 W Main st. TUrner-2-6244 
Summey Rowena Mrs r¢ 

309. W Probart st.......: TUrner-3-4441 
Sumner F W Dr r 511 W Probart st. TUrner-3-3472 
SUMNER L G DR ofc 9 Tinsley Bldg. TUrner-2-6641 


of fe eee 8 @ & © 


SUNSET MOTEL S Broad st...... TUrner-2-1301 
SUPERIOR CLEANERS 
Pee Wt Mainst. ae vee: TUrner-3-4131 
Suttles William r Elem Bend rd.-. . . TUrner-2-1292 
Sutton WH r Maple St Ext..... TUrner-3-4422 
Talley George r Oakdale st....... TUrner-3-4911 
~ Talley Holland B r Penrose........ TUrner-2-1144 
Talley Hovie r Hillcrest dr....... TUrner-3-2161 


} Talley Rhett r Hendersonville Hwy. TUrner-3-2791 
- TalleyWEr Penrose..........-. TUrner-2-3801 


Smith—tTransylvania 15 


Talley’s Barber Shop 17 W Main st. TUrner-2-3121 
TALLEY’S BEAUTY SHOP 

ed OW MAIN SU a foes se TUrner-2-3122 
Talley’s Store Penrose ...... «+ TUrner-3-1579 
Tankersley Quay r 21 Johnson st. . TUrner-3-3151 
TANKERSLEY’S FLORIST 


eal) Mein stents 8a TUrner-2-3421 
Taylor Jim C ofc 10 S Broad st... . TUrner-2-6911. 
Taylor Lavoid F r Osborne rd...... TUrner-2-5193 
Taylor Louise Mrs r 225 E Main st. TUrner-2-3661 
Taylor P R Mrs r Rice st......... TUrner-2-234] ~ 
Taylor RG r Asheville Hwy....... TUrner-3-1581 
Taylor Robert Glenn r 

Asheville Hwy ........... TUrner-3-2576 
Teague A Garland r Asheville Hwy. . TUrner-2-6593 
‘Teague BW r Neely rd.......... TUrner-2-2771 
Teague Millard r Maple st....... TUrner-3-3771 


Tesnow George r 

Sapphire Manor Apt D-2...TUrner-3-2993 
Tharp RF r Probart St Ext....... TUrner-3-2291 » 
Thomas Clifton D r Glade Creek rd. TUrner-3-2243 
Thomas Gladiolus Farm 

Davidson River ....eescee. TUrner-2-5311 
Thomas Johnnie E r 

Sapphire Manor Apt H-2...TUrner-2-2393 
Thomason B W Rev r 20 E Jordan st. TUrner-3-4151 
Thompson RL Mrs r 


W Boyleston: rdis €.. 3... TUrner-2-1393 
Thorne Mary Sue r 

409 S Caldwell st......... TUrner-2-4772 
Tilson EF r 244 Maple st....... TUrner-2-4901 
Tindall W P r-327 Probart st..... TUrner-3-1681 
Tinsley AE r Rosman Hwy....... TUrner-2-5881 
Tinsley CE r Kings Creek rd...... TUrner-3-3231 
Tinsley C E Jr r Boyleston rd..... TUrner-2-2594 


Tinsley Calvin r 124 Johnson st... . TUrner-3-2772 
Tinsley Donald N r Tinsley rd..... TUrner-3-3234 
Tinsley Eugene r Carolina av...... TUrner-3-4222 
Tinsley JH Mrs r 323 W Main st... TUrner-3-4051 
Tinsley John C r Maple St Ext..... TUrner-3-3321 
Tinsley VL Mrs r Country Club rd. . TUrner-2-6902 
Towers AA r Franklin av......... TUrner-2-2344 
Townley Hershe! r Franklin Av Ext. TUrner-3-1172 
Townsend Charles F r Grove Circle. TUrner-2-6772 
Townsend Nat r Park View dr..... TUrner-2-2361 
Toxaway Tanning Company Rosman. TUrner-2-1071 
Toxaway Tanning Company Rosman .UNion-2-7451 
TRANSYLVANIA COMMUNITY HOSPITAL 
531 Country Club rd - 
Administrator's Office ....... TUrner-3-3141 
Dietary Department ........ TUrner-3-4922 
EaDOFALORY nate co ee es TUrner-3-4921 
Nurses’ Desk oY. 3 TS. TUrner-3-3021 
Transylvania County of 
Accountant’s Office 
P22 BMain: Sty oe i as TUrner-2-6021 
Clerk of Court 12 E Main st. ..TUrner-2-2131 
Farm Agent Post Office Bldg. . .TUrner-2-1/11 
Health Office 63 W Main st... TUrner-2-4121 
Home Agent Post Office Bidg. . TUrner-2-1711 
ail-de-e Main stick seta TUrner-2-3311 
Register of Deeds 12 E Main st.TUrner-2-3021 
Sheriff's Office 12 E Main st... TUrner-3-4111 
Tax Collector 12 E Main st... .TUrner-2-2321 
Welfare Department 
Toes Main. sta eer ek TUrner-2-6221 
Transylvania County School System 
Board of Education 
VA Ee Mainsst. es ss TUrner-2-4611 
Brevard Grammar S Gaston st. TUrner-2-2901 
Brevard Grammar Cafeteria 


Movoatrst yaw. cect TUrner-3-4741 
Brevard High 353 S Broad st. . TUrner-2-4721 
Brevard Primary School...... TUrner-2-6061 


(Continued Next Page) 


16 Transylvania—Wilma’s 


Transylvania County School System—continued 
County School Garage UNion-2-7291 
High School Supply Room... .TUrner-3-1061 


oe es eos 


Penrose School Penrose...... TUrner-3-4294 
Pisgah Forest Pisgah Forest. . . TUrner-3-1741 
Rosman Elementary School ....UNion-2-7102 
Rosman High School ......... UNion-2-7101 


Straus Harry H 
Boyleston rd 
Transylvania Music Camp 
: Probart: St Ext. ccc. cet TUrner-2-1111 
Transylvania Tanning Company 
95 Cashiers Valley rd 
General: Ofice 8 sac TUrner-3-4821 
Green Fly The 2.834 ek TUrner-2-5821 
Machine. Shop.2e) 3:3 ees TUrner-3-3821 
President’s Office ..... eae TUrner-3-4021 
TRANSYLVANIA TIMES ; 
Times “Arcades aie ees TUrner-2-4111 
TRANSYLVANIA TRUST COMPANY 
77 OW. Maihisty ates ico: TUrner-3-1611 
Trantham Anthony r Johnson st... TUrner-3-4841 
Trantham BW Mrs r 
2aboW, Main SCY ate was TUrner-2-4351 
Trantham Jack E r Green Acres... .TUrner-2-2791 
Tranthams Department Store 
LOD SE Main Ste 34 tac ee TUrner-3-2221 
TrullE D +r Elem Bend td........ TUrner-2-2802 
Tucker A W Jr r 414 S Caldwell st. TUrner-2-1361 
Turbyfill Martin E r Highland rd... TUrner-3-3134 


weed... TUrner-3-2131 


Turner H Rr 1l Green Acres...... TUrner-2-6962 
U 
UNION BUS STATION N Caldwell st. TUrner-3-1411 


 S Government 
Forest Service 
Davidson River ‘ 
Warden Station ..... TUrner-2-1682 
Equipment Depot ........ TUrner-2-1684 
Ranger Station: 2... jo... TUrner-2-1681 


Local: DrattBoard: ie TUrner-3-4811 
A S C County Committee 
12 EMA St noo ae TUrner-2-3611 
Vv 
V F W Post 4309 Carolina av...... TUrner-3-4224 


Van Wey Adelaide r Park av...... TUrner-2-6174 
Varner Eddie r Hendersonville Hwy. TUrner-3-1831 
Varner SE r 812 N Broad st...... TUrner-3-2681 
VARNER’S DRUG STORE 


Broadvat Jordans. 6 os TUrner-3-3311 

Vaughn Allen ¢ Boyleston rd......TUrner-2-2591 

- Vaughn LB Rev r Silversteen rd. .TUrner-3-1182 
Verner JB Mrs r E Main st...... TUrner-3-4951 


Verner SP Mrs r 122 Minor st... .TUrner-3-4351 
Virginia Lodge N Caldwell st...... TUrner-2-2651 


VorselenAL r 
5122 Greenville Hwy...... TUrner-3-3881 


W 
W P WN F Hendersonville Hwy... .. TUrner-3-2611 
Waldrop AC r Rosman Hwy...... TUrner-2-2604 


Waldrop Raleigh T r Rosman Hwy. .UNion-2-7141 
Waldrop Ralph L r Cherryfield..... UNion-2-7143 
Waldrop Ray r Rosman Highway. ..TUrner-2-5071 
Walker Boyce r Pisgah Forest..... TUrner-2-1971 
Walker Curtis r Pisgah Forest..... TUrner-2-4561 
Walker Frances ofc Times Arcade. TUrner-2-4111 
Residence Abercrombie Apt 3.TUrner-3-4771 
Walker Frank r Pisgah Forest..... TUrner-2-4564 
Walker Insurance Agency 
32:W.Jordanst.s16 secs TUrner-2-3191 
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Walker S vc Mino eo nT itetee aoa 


Wallin Fred r Rosman Hwy......TUrner-3-4142 
Wallis WJ -¢ 5«Rice ste. se et. TUrner-3-3651 


‘Walton C V Mrs r Highland rd..... TUrner-3-4683. 


Walt’s Fix-It Shop S Broad st....TUrner-2-1202 — 3 
Ward David Gr 458 E Mainst.....TUrner-2-6451 


Ward James r Boyleston Hwy..... TUrner-3-1911 


Ward TP Mrs r S Gaston st......TUrner-2-2061 


Ward's News Stand 5 W Main st. . . TUrner-3-1021 
Ware Adele M r 42 Turnpike rd... . TUrner-2-1252 


Waters JE Mrs r 33 Park av..... TUrner-3-4251 — 


Waters J N r 411 S Caldwell st... . TUrner-3-1471 
Waters Joseph E r Rosman Hwy... TUrner-2-6752 
Watkins LM r Rosman........... UNion-2-7378 


Watson Carl T r Boyleston rd..... TUrner-2-5491 ~ 
Watson James A r Lake View drive. TUrner-2-4251 


Watson Thomas L r 


Sapphire Manor Apt L-2...TUrner-2-3444 
Webb EH ¢r 502 N Caldwell st... . TUrner-2-2841 


Webster C B r Rosman Highway... . TUrner-3-2404 


Weiss AA Mrs r E French Broad st. TUrner-2-6331 | 


Weiss Alfred H r 


E French: Broad: st. . 4.2.0.2. TUrner-2-1951 | . 
Weiss Kathryn C Mrs r Varsity st. . TUrner-2-2062 — 


Wells Doyle r 211 Park View drive. TUrner-2-5231 
Wells JO r Grandview........... TUrner-2-2941 


Wenzlick Lila M r 122 S Broad st. . TUrner-3-3261 | 


Wesleyan Methodist Parsonage es 

347 Whitmire st.......... TUrner-2-4282 
West Chester r Neal rd.......... TUrner-2-1891 
WESTERN AUTO STORE 


LOS B Wialn ste ga ne TUrner-2-5921 . 
WESTERN UNION N Caldwell st...TUrner-3-1411 


Wheeler AW r 203 Park av.......TUrner-3-2831 
Wheeler George Jr r 111 Rice st... TUrner-2-2342 


Whitaker JS Mrs r Boyleston rd. .TUrner-3-2631 — 


White AM r Rosman............ TUrner-2-1072 
White Carl r Minor st........... TUrner-3-4063 
White Herman r : 


528. Country Club rd. 2... .. TUrner-2-3952 


Whiteside Arthur L r 


Sapphire Apt G-1l......... TUrner-3-2782 
Whitmire E J Sr Mrs r fest 
Hannah Ford rd..........  UNion-2-7160 
Whitmire Elbert r 101 S Johnson st.TUrner-2-3791 
Whitmire Frank r Rosman....... TUrner-3-3980 
Whitmire Gordon r Israel rd....... UNion-2-7154 
Whitmire Henry r Varsity st...... TUrner-2-3832 — 
Whitmire Howard R r we 
Rosman Highway......-.-. TUrner-2-5911 
Whitmire JA r Calvert.:......... UNion-2-7373 
Whitmire Lawrence r Pickens Hwy. .UNion-2-7537 — 
Whitmire Marie r Whitmire rd... .TUrner-2-6073 
Whitmire Minnie Mrs r 
Lake. View dhe. saictak TUrner-2-2153 
Whitmire WT r Penrose......... TUrner-2-1143 
Whitt Rubin W r Boyleston rd. ...TUrner-3-2633 
Wike JC Mrs r 555 E Main st..... TUrner-3-2561 
Wike Jimmy r McClain rd........ TUrner-3-4891 
Wilbur Jack r 110 Park av....... TUrner-2-3031 


Wilkerson J B Dr ofc 12 W Main st. TUrner-2-5171 | 

Residence 208 E Main st..... TUrner-2-5271 
Wilkes Rosa r Oakdale st......... TUrner-2-3253 
Wilkie Howard r Branch st....... TUrner-2-3901 
Williams Arnold r-Penrose........ TUrner-3-4292 


Williams Charles H r Pisgah Forest. TUrner-3-4577 


Williams Clyde r Kings Creek rd... TUrner-3-3232 


Williams Hasbrouck J r Neely rd... TUrner-3-2194 
Williams Herbert r Asheville Hwy. . TUrner-3-2572 


Williams JM r Boyleston rd...... TUrner-3-1244 4 
Willingham 0 R r Maple St Ext....TUrner-3-4421 


Willis James D r¢ 


Sapphire Manor Apt M-3..TUrner-2-3442 a 


Wilma’s Texaco Service Station 


PROsmanns baie se Noe ace a aceadh UNion-2-7131 _ 
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Wilson Emmett r Rosman Hwy... .TUrner-3-2401 
Wilson Eugene G ofc 42 N Caldwell. TUrner-3-1211 
Residence Rosman Hwy....... TUrner-3-1203 
Wilson H J Mrs r Pisgah Forest... TUrner-2-5152 
Wilson Jerdie Mrs r 
265 S Caldwell st......... TUrner-3-1343 
Wilson John L r Penrose......... TUrner-2-1141 
Wilson Lester C r Rosman Highway. TUrner-3-2371 
Wilson Max G ofc 36 W Probart st. TUrner-3-1511 
Residence Glade Creek rd..... TUrner-2-3261 
Wilson Ross r Rosman Highway... TUrner-2-5072 
~ WilsonW AMrs r 21 Park av..... TUrner-2-6841 
Wilson’s Agency Real Estate & Insurance 


ro > Broad: st. 24. see es TUrner-2-6841 

- Winchester Alda White Mrs r 
Rosai ee es ee UNion-2-7541 
~ Winchester DH r Rosman........ UNion-2-7133 
Winchester DS r Old Calvert rd... .UNion-2-7161 
Winchestef'Ray r Grandview..... TUrner-2-6171 


Winget JM r Probart St Ext....TUrner-2-3682 
Winterhalter Allan r 
Sapphire Manor Apt A-5.. .TUrner-2-4984 
Wolfe Jacksie Mrs r Pisgah Forest. TUrner-3-2661 
Wolsted Howard L r | 

Poy Park: View dfscuc. 3 cS. TUrner-2-2172 


Wood Verlon r Rosman .......... UNion-2-7522 
Woodard Herbert r 
W French Broad st........ TUrner-3-1951 


Woodward William H r 


Wilson—Zachary 17 


Hawthorne drive.......... TUrner-3-4903 
Worley J W rf Asheville Highway. . . TUrner-3-1584 
Worley’s Store Asheville Hwy..... TUrner-3-1584 
Wright Ben r Glade Creek rd...... TUrner-2-4062 


Wright Joe Mrs r 330 Whitmire st. TUrner 2-4751 
Wright Louise Miss r 


Greenville Hwy.:... 2.3... TUrner-2-3531 
Wyatt Earl + Pisgah Forest...... TUrner-2-5474 
Wyatt HD r Park View dr....... TUrner-3-4702 

Y 


Yehling GC Mrs r Grove Circle... . TUrner-3-4991 
Young CC r Hendersonville Hwy. . . TUrner-2-1272 
Young Joseph r Glade Creek rd... . TUrner-3-3571 
Younghusband JA r 

Sapphire Manor Apt 0-2...TUrner-2-6471 


Zz 
Zachary Beulah Mrs r 
FES EMA St. 5 2S. ak. TUrner-3-4041 
Zachary CE r Rosman........... UNion-2-7148 
Zachary J F Dr ofc Johnson st... .TUrner-2-3331 
Residence 307 Rice st....... TUrner-2-6731 
Zachary RH r 1 Turnpike rd...... TUrner-2-4992 


Put the 
Re oePHONE BOOK 


on Your 
SALES FORGE 


‘Tt Carries Your Sales Talk 


Inside and Keeps It ‘There 


Ready 
to Buy 


Your advertising 
in the 

telephone book 
is seen by people 
when they are 
ready to buy. 
Far directory 
information 

of any kind 

—to order 
additional listings 
or advertising 


space, 


just call 
the Business Office © 
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- 


, 
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“Where to Buy It” 
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Mahe 4 Casy 
for the Mayer 


The buyer picks the line of 


least resistance. 


Have your message properly — 


displayed in the 


lephone 
Directory 
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| Dopcuard 


: 5 Se of Eo eres 


TUrner 2-311 


Crossroads of U. S. Highways 64 and 276 


Manufacturing and Educational Center “In the Land of Waterfalls” Entrance to Pisgah National Forest 


POPULATION: 


INDUSTRIES: 


RECREATION: 


EDUCATION: 


AGRICULTURE: 
TRADING CENTER: 


~ CHURCHES: 
ALTITUDE: | 


TEMPERATURE: 


Brevora, Nomi. corona: “31. es 3,893 (1950 census) 
Brevard KoOMMUniVs sc. ea ce. eMac cle sag 7,394 (1950 census} 
TransyWentoounty 34.5069. cee [5,321 (1950 census} 


Ecusta Paper Corporation:. 
Paper Division—World's Largest Manutacturer of Cigarette 
Paper 
Film Division—Cellophane & Polyethylene 
Pisgah Cotton Mill—Fine Comb Yarn 
Silversteen Industries—Finished Leather, Lumber 
Carr Lumber Co.—Lumber and Fine Flooring 


Cantrell Craft Shop—Fine Reproductions, Cabinet Work 


Brevard Music Camp Concerts and FESTIVAL 

Thirteen Organized Summer Camps for Boys and Girls 

Brevard Country Club—Dancing, Golf, Tennis. 

Pisgah National Forest—Camping, Picnicking, Fishing, Hunting, 
Swimming. 

Franklin Park—Swimming, Games 

American Legion Building—Dancing, Plays, Art, Flower Shows 


Brevard Junior College, Co-educational. (Fully Accredited] One of 
North Carolina's finest. secondary school systems 


Diversified 


For all of Transylvania County, parts of Buncombe, Henderson, 
Jackson and bordering South Carolina Counties 


Baptist, Catholic, Episcopal, Methodist, Presbyterian, Lutheran 


High Point—5,600 feet 
Low Point —2,060 feet 
Average —3,830 feet 
Brevard —2,240 feet 


Spring Average (1951-52}|—62 

Summer Average (1951-52)—7| 

Fall Average (1951-52)—46 

Winter Average (1951-52}—43 
1 


BREVARD, N. C. 


Classified Telephone Directory 


The Classified Telephone Directory is published for the benefit and convenience of our - 


subscribers. 


Each business subscriber is given one listing under one general classifica- 


tion without cost. Additional listings under other classifications may be obtained for a 
- nominal charge by making written application, therefor, to the Company in advance. 


All subscribers {both residence and business) are listed alphabetically on the preced- 


ing white pages. 


CORRECTED THROUGH OCTOBER I5, 


The following pages {yellow} list only those who pay a business rate. 


1955 


For Information Concerning This Section, Telephone the Business Office 


Accountants 
GRAVELY GD 


Tax Wise Bookkeeping Service 
TOS Broadssts wer eat ee eee TUrner-2-5041 


Advertising—Telephone Directory 
TELEPHONE DIRECTORY ADVERTISING 


“Every Telephone user is a Buyer. 

Every Merchant should be com- 

pletely represented in the Tele- 

phone Directory. A Buyers’ Guide 

always on duty day or night. The 

Classified Business Directory 
«| tells—” 


“WHERE TO BUY IT” - 


ene TELEPHONE COMPANY 
6 W Probart Sti cies TUrner-3-1511 


Agricultural Implements 
See Farm Equipment 


Air Conditioning ‘Equipment & 
Supplies 


Martin & Jones Sheet Metal Works 
403N -Caldwethstete i ie ans TUrner-3-1111 


YORK AIR CONDITIONING EQUIPMENT 


Commercial, Industrial and Residential 
Air Conditioning Equipment from the , 
smallest to the largest installation. 
Sales, Service & Supplies 
“HEADQUARTERS 
FOR MECHANICAL COOLING 
SINCE 1885” 


“WHERE TO BUY IT? 
ROOM AIR CONDITIONERS-WHOLESALE 
SUPER SUPPLY CO ING 

1833 Wade Hampton blvd 
Greeneville S C (Toll Chg) 
Ask Operator for.......... Greeneville S C 


Air Line Companies 


Delta Airlines Inc 
Asheville-Hendersonville Airport 
(Toll Chg) Ask Operator 
FOR ace ah yc eae Hendersonville N C-7211 


Ambulance Service 


MOORE FUNERAL HOME 
104 zt Jordan st 


Apartments 


Sapphire Manor Office ‘ 
Sdophire “Apt: 1.) vce ee TUrner-2-6551 


Architects 


McDonald & Daniels 15 W Main st. . TUrner-3-3761 | 


Associations 


See Also Social Service Organizations 

American Legion Building 
Roi wtordanst dsc al we ee TUrner-3-2311 

American Red Cross 12 S Broad st. . TUrner-2-4811 

Brevard Elks Lodge Park Av Ext....TUrner-2-2851 


Chamber of Commerce Library Bldg. . TUrner-2-3111 © 


Loyal Order of Moose Brevard Lodge 1769 


65 Oakdale Steno ce ee TUrner-2-5244 
Masonic Temple 211 E Mainst...... TUrner-2-6201 
V F W Post 4309 Carolina ave..... TUrner-3-4224 © 
Attorneys 
Eller Thomas R Jr 3 W Main st....TUrner-2-4341 — 
Gash and Gash 12 W Main st....... TUrner-3-2651 
Hamlin L P 15 W Main st.......... TUrner-2-1821 
Mitchell A F 32:S Broad st. 3....-0:. TUrner-2-5131 
Potts Jack H 15 W Main st........ TUrner-2-4221 


Residence 300 W Probart st... 
Ramsey Earl Gene 15 W Main st.. 


. TUrner-2-6431 
. TUrner-2-4221 


Ramsey & Hill 351/2 E Main st..... TUrner-2-6611 — 


Automobile Agencies & Dealers | 
—New Cars 


CHEVROLET AUTHORIZED SALES 
AND SERVICE 


More people drive ance sl (Bae 
Chevrolets than any [eHEVROLET/ 
other car! eal T eta 
More value ... that’s why! 

“WHERE TO BUY 1B as 


McCrary Auto Service Inc 
N. BroadsStci viens & baleated TUrner-2-2311 


Duckworth Motor Co N Broad st..... TUrner-3-4511 © 


Goodwill Motor Co Inc 
220.5 HOA. St alae wale ee ae TUrner-3-3611 


McCrary Auto Service Inc N Broad st. TUrner-2-2311 


Your sales message in this Classified | 
Telephone Directory will have 24 hours 
a day selling power the year round. 


Automobile 5 Se 


Automobile Agencies & Dealers 
—New Cars—(cont’d) 
- QOLDSMOBILE 


ROCKET! 
-HYDRA-MATIC! 
OLDSMOBILE 
HAS BOTH! | 
“WHERE TO CALL’ | 


McCrary Auto Service Inc 
. RE POAC Sted oo Skies wee woe TUrner-2-2311 


Paxton Wood Motors N Broad st..... TUrner-3-2351 
PONTIAC SALES AND SERVICE 


PONTIAC 
Today’s’ Outstanding Value 


TOMORROW'S 
Style and Performance 


“WHERE TO BUY” 


| GOODWILL MOTOR CO ING 
BOMUGARFOAGIS Ey ws gcse cas TUrner-3-3611 


hee aac eles TUrner-3-1661 
Tf noranswer Callics ics 3 yr. TUrner-2-1131 
HM onovanswet- Calls ok. ele ek TUrner-2-4095 
If no answer call...........TUrner-2-4031 


Automobile Agencies & Dealers 


—Used Cars 
Bishop Boyce W Main st.......-.-. TUrner-2-1231 
Harrell’s Used Cars N Broad st...... TUrner-3-2411 


OK USED CARS — 


Sold Only By 
AUTHORIZED CHEVROLET 
DEALERS 
OK Used Cars and Trucks 
Warranted in Writing 


“WHERE TO BUY THEM” 
McCrary Auto Service Inc 
NB POAC See es il cee oon TUrner-2-2311 
Automobile Filling Stations 


See Service Stations—Automobile 


- Automobile Parts 


For specific types of Automobile Parts, such as 
horns, lamps, spot lights, etc., see also headings 
Automobile Horns, Automobile Lamps, 
Automobile Spot Lights, etc. 


McCALL BROTHERS AUTO CO 


Automobile Parts—Wholesale 
Brevard Auto Parts 212 S Broad st. TUrner-3-4201 


(See Advertisement This Classification) 
Automobile Repairing 
McCall Brothers Auto Co Rosman... .UNion-2-7361 


Automobile Road Service 


- Johnson Service Station 
Pisgah Forest .....- a , . TUrner-2-4201 


Automobile Service 


For specific types of Automobile Service such 
as electrical, painting, repairing, washing, etc., 
see also headings Automobile Electrical Service, 
Automobile Painting, Automobile Repairing, 
Automobile Washing, etc. 


CHEVROLET AUTHORIZED SERVICE 


Prompt efficient service by EYPED 
Chevrolet trained mechanics 
to keep your car in top 

operating condition! we 


“FOR SERVICE CALL” 
McCrary Auto Service Inc 
NiiBroad -Stwieecseie ere TUrner-2-2311 


Coffey-Hayes Buick Inc N Broad st. . TUrner-3-1541 
(See Advertisement This Classification) 


Automobile Supplies 


. McCrary Home & Auto Supply 
SOSWieMalfisted.s: access dine OS TUrner-2-1611 


A vital factor in the highly specialized 
work of providing dependable, low cost 
telephone service is that telephone su- 
pervisors—foremen, wire chiefs, chief 
operators, managers—start at the bot- 
tom. Every part of your service is 
managed by men and women whose 
judgment and decisions are based on ex- 
perience with the job. 


BREVARD AUTO PARTS 


PARTS AND 
SUPPLIES FOR 
CARS - TRUCKS 
AND TRACTORS 


TU mer 3-4201 


“Your N-A-P-A Jobber 
Is a Good Man to Know” 


212 S. BROAD ST. BREVARD, N. C. 


COFFEY-HAYES BUICK 
INC. 


“When better automobiles are built 


Buick will build them” 


° SERVICE ° USED CARS 
“Good To The Last Mile” 


ine S-LOAL 


TU rner 
N. Broad St. Brevard, N. C. 


4 Automobile—Baby 


Automobile Truck Dealers | 
CHEVROLET TASK-FORCE TRUCKS 


MONEY SAVING . 
MODEL FOR [EHEVROLET/ 
EVERY JOB! j | 


“WHERE TO BUY THEM” 


McCrary Auto Service Inc 
Ssh eee Pe Bevo TUrner-2-2311 


N Broad 


GMC MOTOR TRUCKS 


“THE TRUCK OF VALUE” 
¥% to 20 TONS 
SALES - SERVICE - PARTS 


“WHERE TO BUY IT” 


DEALER 
Goodwill Motor Co Inc 
290° S Broad sive scene TUrner-3-3611 


Automobile Wheel Balancing 


Coleman Tire & Recapping Company 
N: Galdwelli:st. <i apse geek es TUrner-3-4491 


Automobile Wrecker Service 
See Wrecker Service—Automobile 


Here in the Yellow Pages you'll find a 
quick answer to buying problems. 


Awnings—Metal 
FLEXALUM ALUMINUM AWNINGS 
Four new styles. Over 100 dec- 
orator color combinations. 
ished with 2 coats of baked enamel, never rusts, chips, 
peels. Custom-made for every Ope of installation. Free 


Cooler inside, smarter outside. 
_SHbaalume 

Spring-tempered aluminum, fin- 

estimates. 


“WHERE TO BUY THEM” 
DEALER 


Martin & Jones Sheet Metal Works 
403 N Caldwell st......... TUrner-3-1111 


PISGAH FURNITURE COMPANY 
Pisgale Forest’s.a mee heels TUrner-2- i511 
‘(See Advertisement This Classification) 


Baby Chicks 


Farmer’s Federation 103 E Main st. TUrner-2-2231 
EASY TO FIND. 

Customers don’t need telescopes. Your 
advertising in the Yellow Pages of this 
directory enables buyers to find you in 
a hurry. That’s where they look when 
they need repair work or merchandise. 
Then they telephone their orders. “ae 


pays to advertise in the Yellow Pages. 


- LOCK-VENT ALUMINUM AWNINGS 


MODERN HORIZONTAL DESIGN 


Tir 
6 By 
Li + 


® LIFETIME CONSTRUCTION 

© 14 DIFFERENT COLORS 
CONSTRUCTION 
LINE’ DESIGN 


® CUSTOM MADE look For 
® RIGID STORM-PROOF °°: 
© MODERN HORIZONTAL .. 


.the Window 

With the Louvers 
..the Door with the 
full-length piano 
hinge 


LOCK-VENT Means the last word in Beautiful Modern * No Weather-Staining _ 


Design - The Horizontal Lines Blend with today’s low ~ [ough Plastic Glazing 
‘Ranch’ Look - LOCK VENT’S Design is adaptable to ld me 


Every Architectual Style. 


PISGAH FURNITURE CO. 


Representing 


Protex Weather- Strip and Screen Company 


FREE ESTIMATES 
DIAL 


TURNER 2-1511 


PISGAH FORREST, N. C. 


Bakers 


Krispy Glaze Do-Nut Shop 
SA Gros BtOAl Stl oe cae oes TUrner-2-6401 
(See Advertisement This Classification) 
Banks 
Transylvania Trust Company 
TORU RRAUY GCa se oo oe ae ie we TUrner-3-1611 


_ Barber Shops 
Talley’s Barber Shop 17 W Main st. . TUrner-2-3121 


Beauty Shops 


Ann‘s Beauty Bar 26 E Jordan st... TUrner-2-3821 


Beauty Nook 143 E Main st........ TUrner-2-6921 
Blue Bonnett Beauty Shop 

BAG SaCalawelly i. ose ei ws ¥ TUrner-2-5321 
Harper Method Beauty Shop - 

PE SuCaliWell.. c..... eck ses TUrner-2-5321 


Homestead Beauty Shop Rosman..... UNion-2-7271 
Modern Beauty Shop 8 W Jordan st. TUrner-2-4921 


TALLEY’S BEAUTY SHOP 
PRON WARN SE ee ei ss ak cece TUrner-2-3122 
(See Advertisement This Classification) 


Blinds—Venetian—See Venetian Blinds 


Boarding Houses 


See also Furnished Rooms 
Bryant House 326 King st......... TUrner-2-5211 


Bottled Gas—See Gas—Bottled 


Broadcasting Stations 
See Radio Broadcasting Stations & Companies 


Brokers-Real Estate-See Real Estate 


Building Materials 


BREVARD LUMBER COMPANY Bes | 
. SAGAN GRE is i ots Syn a Ss TUrner-2-1911 


- Manager’s Office 346 King st... . TUrner-2-2111 

Penrose Lumber Company Penrose. . . TUrner-3-4293 

Pisgah Builders Supply Pisgah Forest. TUrner-3-4611 
(See Advertisement This Classification) 


Bulldozers “ 
Siniard’s Transfer Co Boyleston rd... TUrner-3-3301 


Bus Lines 
Union Bus Station N Caldwell st..... TUrner-3-1411 


- Butchers—See Meat Markets 
Cabinet Makers 


Case’s Cabinet Shop N Caldwell st. . TUrner-2-3562 


Cable Companies 
See Telegraph Companies 


Cameras 
Austin’s Studio 11 E Main st...... -, TUrner-3-3111 


Camps ie 

Camp Deerwoode Country Club rd. . . TUrner-3-2431 
‘Camp Harry. H Straus Boyleston rd. . . TUrner-3-3741 
Camp Illahee Illahee rd..........-- TUrner-2-6791 
Camp Keystone Cashiers Valley rd... . TUrner-3-3691 
Camp Rockbrook Greenville Hwy...-- TUrner-3-2142 


Pot tee en ee eS ee 
-Kinked Cords Can Strangle Phones 
ee oe ee 


Bakers—Camps . 5 


KRISPY GLAZE DO-NUT | 


SHOP 
Lovely Cakes 
For Birthdays 
Celebrations and 
Special Events 


FRESH DAILY 


Dial TU mer 


116 S. BROAD ST. 


TALLEY’S BEAUTY SHOP 


One of Brevard’s Most Modern 


Specializing In 
® Realistic and 
® Helene Curtis 


Permanent Waves 


TUrner 2-3122 


Betty Walker 
17 W. MAIN ST. 


Jo Bullock 
BREVARD, N. C. 


RK 


Building Materials of All Kinds 
BRICK e PAINT 
SHALE BLOCKS e PLASTER 
CABINETS e ROOFING 
CEILING e ‘SAND 
CEMENT e SASH = « 
CONCRETE PIPE e SCREENS 
DOORS e SHEATHING 
FLOORING tO) 

e SIDING 

e@ TILE 

e WALL BOARD 

6 


SHINGLES 
GLASS 


HARDWARE 
INSULATION 


WINDOWS 


PISGAH BUILDERS SUPPLY 
DIAL BREVARD 


TU rner 3-4611 


PISGAH FOREST 


6 Camps—Clothing 


DRY CLEANING 


ne 
4, thi 30 


Ye 
USS EOPS, 


“Pick Up: and Delivery Service” | 
DIAL 


TURNER 3-2541 
MICY’S LAUNDRY 


343 King St. Brevard, N. C. 


"NU WAY 
CLEANERS 


‘““Make. One Call Do It All’’ 
Brevard’s Only Synthetic Plant 
COMPLETE LAUNDRY SERVICE 
CASH and CARRY 
Using Du-Pont Cleaning Fluid Exclusively 


DIAL TURNER 2 3. 2111 
250 _N. Caldwell St., _Brevard, N.C. 


SUPERIOR CLEANERS 


— 2 HOUR SERVICE — 


CASH and CARRY 
Free Pick Up and Delivery 


Satisfaction Guaranteed 


TUmer 3-413! 


118 W. Main St. 


Brevard, N. C. 


| Camps—Boys 


Camp Carolina Boyleston rd 
Infirmary: sie a eee TUrner-2-1311 
Administrator’s Office ......-... TUrner-2-1313 
OMe! Soy son a epee oe ah peter TUrner-2-1312 

Candy—Wholesale 


Pisgah Candy Company 


333° N Caldwell'st. o.oo. TUrner22665E" 


Charitable Organizations 
See Social Service Organizations 


Children’s Wear. 


Flossie Ann Shop 37 E Mainst...... TUrner-3-4792 | 
Chinaware ‘an 

Brevard Jewelers 15 E Main st...... TUrner-2-1801 
Chiropractors 


Sumner L G Dr 9 Tinsley Bldg..... TUrner-2-6641 | 


Churches—Baptist 
First Baptist Church 20 E Jordan st. TUrner-2-4411 | 


Churches—Catholic 


Sacred Heart Catholic Rectory Pe 
S Caldwell sts.00) = re TUrner-3-2151 


Churches—Church of God 


Church of God Parsonage 
314 W French Broad st........TUrner-2-5261 


Churches—Episcopal | 
St Philips Episcopal Church raat 
ES MAA Sheena. tesa fk TUrner-3-2702 


Churches—Lutheran _- 


Lutheran Parsonage 


216 W Probart Stik 2a TUrner-3-1231 © 


Churches—Methodist 


Brevard Methodist Church Gaston. .. . TUrner-3-3466 
Methodist Parsonage 11 N Gaston st. TUrner-3-3461 
Wesleyan Methodist Parsonage 

Rev J W Stiles Pastor 


347 Whitmire st.........---. TUrner-2-4282 _ 


Churches—Presbyterian 
Presbyterian Church E Main st...... TUrner-2-5952 


City Offices 
See Government Offices—City 


Cleaners 
BREVARD LAUNDRY & COAL haste 
404° Whitmire <2. oe eke TUrner-2-3231 | 
Dixie Cleaners N Caldwell st........ TUrner-2-3511 


MIGY’S LAUNDRY 343 King st... .TUrner-3-2541 
(See Advertisement This Classification) 


NU WAY CLEANERS 


250: N Caldwellusty 705 ca oa TUrner-3-2111 
(See Advertisement This Classification) 
Sarratt’s Cleaning Morgan st....... TUrner-2-1021 


haa ba CLEANERS 


LBW: Mainish es camo sees TUrner-3-4131.__ 


(See Advertisement This Classification) 


_Clothing—Second Hand — 


Nickel Bargain House Times Arcade. TUrner-3-2551 — ; 
Clothing—Women’s—See Women’s Apparel — 


Clubs | 
Brevard Country Club Country Club rd.TUrner-2-1333 


Coal 


BREVARD LAUNDRY & COAL COMPANY 
Wi EMUre: cs sv kata weer TUrner-2-3231 


BRIDGES COAL & OIL ¢O 
COT DORE ESAS as rea ae TUrner-2-5121 


(See Advertisement This Classification) 
Coffee Shops—See Restaurants 
- Colleges-See Schools 


Concrete—Ready Mixed 


ANDERS & BENNETT ING 
1300 N Main, Hendersonville, N C 
(Toll Chg) Ask operator 
TOP tee ts oka Eee hs Hendersonville N C-7568 
~ (See Advertisement This Classification) 


Contact Lenses—See Opticians 


Contractors—Building 


Cochran CE Depot st..0..0 0660... TUrner-2-6161 
: HOLDEN F H MILL WORKS 


Ran Cne AV oe oe ee TUrner-3-1132 


_ Contractors—Electric 

See Electric Contractors 
Your advertisement in the Yellow Pages 
will bring results at a small cost to you. 
For information call your local Tele- 
phone Business Office. 


Ready 
to Buy 


Your bdce rising 
in the 

telephone book 
is seen by people 
when they are 
ready to buy. 

For directory 
information 

of any kind 

—to order 
additional listings 
or advertising 
space, 


| just call 


the Business Office 


Clubs—Contractors 7 


FOR GOOD 


DIAL BREVARD 
TU rner 2-5121 
“We Sell The Kind You Like To Burn’ 
PROMPT 
@® CITY & RURAL DELIVERIES 


Also 
Ice 
Deliveries 


FUEL OIL-KEROSENE 
BRIDGES 
COAL & OIL CO. 


AT DEPOT 


READY MIXED 
CONCRETE 


ANDERS & BENNETT. ay 


HENDERSONVILLE 7568 


1300 N. MAIN 


There’s always 


A CONVENIENT 
SOURCE OF 
SUPPLY 


listed in these 
YELLOW 
PAGES 


8 Contractors » ! Ae : Romine oa an | 
Represented by S. H. Barnett 
| Tinsley Road, Brevard, N. C. 


All Types of Bulldozer and Loader 
Work 


Roads Built, Basements Dug, Ponds Built, Land = 
Cleared, Dirt, Stumps and Rocks Moved, Landscaping 


FILL DIRT — TOPSOIL — ROTTEN SAWDUST 
CRUSHED STONE — SAND — BUILDING 


BLOCKS 
Small Jobs Welcomed — Work Done iy Hour or 
Contract — Satisfaction Guaranteed 


DIAL 


TU: rner 2-3733 


Hendersonville *. 00%. .o. 0005 oo oS ee I ie Phone 2-1327 
Saluda’. oF FeG5S SW Se ia ee Phone 2841 or 2316 


PISGAH BUILDERS SUPPLY 


GENERAL BUILDING CONTRACTORS 
Residential — Commercial 


This Beautiful Home Located On Hwy. 276 East Of ates 


“A Complete Service’ — Design - Build - Maintain 
Homes Built To FHA Specifications 
Financing Assistance 


NEW HOMES FOR SALE 


NO OBLIGATION FREE ESTIMATES and IDEAS - 


Turner 3-4611 


If No Answer Call Turner 2-534] 
PISGAH FORREST, N. C. 


Contractors—Excavating 
Pace Brothers Tinsley rd........... TUrner-2-3733 
(See Advertisement This Classification) 


Contractors—General 


Merrill A E N Broad st........... TUrner-3-1401 
(See Advertisement This Classification) 


PISGAH BUILDERS SUPPLY 
PiSdan POrest (oui ed ees TUrner-3-4611 
(See Advertisement This Classification) 
Contractors—Heating 
DEAN PLUMBING & ELECTRICAL 


PLUMBING and HEATING 
CONTRACTORS 
STOKERS — OIL BURNERS 
STATE LICENSED 


- CONTRACTORS 
Times Arcade ..... 2.2. vac. TUrner-2-2711 
Gravely’s Plumbing Co King st...... TUrner-3-3032 
Martin & Jones Sheet Metal Works 
: 403 N Caldwell st........... TUrner-3-1111 
If novanswer Call... 2. 6s cece TUrner-2-1792 
PRESSLEY & OSBORNE 
: W French Broad st........-.. TUrner-3-2121 


_Contractors—Painting—See Painters 


Contractors—Plumbing 
See Plumbers 

Contractors-Sheet Metal 

See Sheet Metal Works 


Conversion Burners—See Oil Burners 


Cotton Mills 


Pisgah Mills 437 Whitmire st... ... .TUrner-2-2521 
Country Clubs—See Clubs 
County Offices 

See Government Offices—County 
Court Houses 

See Government Offices—County 
Creameries—See Dairies 


Dairies 
BILTMORE DAIRY PRODUCTS 


SINCE 1897 
THE SOUTH’S FINEST DAIRY 


| “WHERE TO CALL” 
BILTMORE DAIRY FARMS 


Hendersonville Hwy ....... TUrner-3-2321 | 
Kalmia Dairy N Caldwell st........ TUrner-2-2651 
Southern Dairies . 
Caldwell and Broad sts........ TUrner-2-3621 
SAVE TIME 


You'll save time and steps when you are 
ready to buy if you make it a habit to 
look in the Yellow Pages. | 


Contractors—Doctors ] 


Dairy Products 
SEALTEST DAIRY PRODUCTS 


A FULL LINE OF HIGH QUAL- 
ITY MILK AND OTHER DAIRY 
PRODUCTS. 


“Get the Best—Get Sealtest’” 


“WHERE TO CALL” 


SOUTHERN DAIRIES 
Caldwell and Broad sts..... TUrner-2-3621 


Decorators—Interior 
McGINNIS MILBURN 1 Main st... .TUrner-2-3141 


Dentists 


Clayton W S Dr 224 S Caldwell st... TUrner-2-2911 
Goodwin C J Dr 15 E Jordan st.....TUrner-2-1521 
Hardin Carl Dr 15 W Main st...... TUrner-3-1641 
Zachary J F Dr Johnson st........ TUrner-2-3331 


Department Stores 


AYERS STORE 53 W Main st..... TUrner-3-2691 
Belk’s Department Store 


Bi sr Malini Sts. al monks Glas cat TUrner-2-5811 
Patterson’s Department Store 

1S W Main st '=. (0.2 Saree TUrner-3-1331 
Piummer’s Department Store 

2G. Wiltail store eee ek. OS TUrner-2-4621 
Tranthams Department Store 


LOT EF Wain: ste swce. co eee TUrner-3-2221 


Diaper Service 
ASHEVILLE DIAPER SERVICE INC 
WE FURNISH 
DIAPERS 
AND 
CONTAINERS 
“Weekly Delivery” 


322 Southside (Toll Chg) 
Ask Opr for. Asheville-3-5501 


Do-It-Yourself Stores 


See Hardware; Insulation Material; Lumber and 
Paint — 


Doctors 


See Specific Headings, such as Chiropractors; 
Dentists; Optometrists; Physicians & 
Surgeons (M.D.); etc. 


A. E. MERRILL 
CONTRACTOR 


® Grading ® Bulldozing 
® Crushed Stone 
® Dragline 


® Sand 
Dial TU rner 3-1401 


If No Answer Dial TUrner 3-4311 


Brevard, N. C. 


N. Broad St. 


10 Draft—Engines 


Draft Boards 


See Selective Service Boards 


Draperies 
FLEXALUM DRAW DRAPERY 
With Aluminum Louvers that 


rotate. The new look for win- 
dows! One cord controls every- 


_SHleaalume 
thing—opens or closes drape, 


tilts rotating spring-tempered Flexalum aluminum louvers. 
“whisper-quiet’? operation. Custom-made, over 200 
decorator color combinations, Free estimates. 


“WHERE TO BUY THEM” 
DEALER 


Morris-Collins 
523 Merrimon ave Asheville N C 
(Toll Chg) Ask Opr for. Asheville N C-3-8227 


Drilling—Well 
See Well Drilling—Water 


Drive-In Theatres—See Theatres 


Druggists : 
Long’s Drug Store 1 W Main st..... TUrner-2-3521 
Macfie Drug Store 2 W Main st..... TUrner-3-2751 
Varner’s Drug Store Broad at Jordan. TUrner-3-3311 


WALGREEN AGENCY 


WHITMAN CANDY 
GIFTS - SOUVENIRS 
TRUSSES - CRUTCHES 

HEARING AID BATTERIES 
PRESCRIPTION SPECIALISTS 


Malgreen 
StGency, 


“WHERE TO BUY THEM” 
LONG’S DRUG STORE 


Te! Maitistes.3 2045 ... eb Urner-2-3521 
VARNER’S DRUG STORE 


Broad at: dordan.’. wc surecite TUrner-3-3311 


Dry Cleaners—See Cleaners 


Eggs 
B & B Feed & Seed company 
L2rS Gaston st. 2: Se ee ie TUrner-2-3911 


ANSWER PROMPTLY 
Delay in answering may mean that you 
miss an important call. The person 
calling may decide that no one is there 
and hang up. 


ELECTRIC 
SERVICE COMPANY 


Electrical Contracting 


and Repair 


DIAL 
TU rner 


35 BE. MAIN ST. 


2-6741 


BREVARD, N. C. 


Electric Light & Power Companies 


Electric Appliances-Household - 


See Also specific headings such as: Fans— 
Electric, Ranges, Refrigerators, Vacuum 
Cleaners, Washing Machines, etc. 


FRIGIDAIRE APPLIANCES— 
DEALERS 


ABERCROMBIE’S HOME FURNISHINGS 
102° Ne Broad! st 200 dar.us TUrner-2-5421 


HOTPOINT APPLIANGES 
ES & SERVICE 
L&H APPLIANCE co 
15S Broad: stance oe TUrner-3-1601 


KELVINATOR 


Complete line of Electric 
Refrigerators, Electric 
Ranges, Home Freezers, 8 
Electric Water Heaters, Retin Air Conditioners, Dehu- 
midifiers, Garbage Disposers and Laundry Equipment 


“WHERE TO BUY THEM” 


Pisgah Furniture Company 
Pisgall Forests ess. 2... TUrner-2-1511 


L & H Appliance Co 15 S Broad st... TUrner-3-1601 _ 


Reid Furniture Company 


125: WeMaln sto woe ee ee TUrner-2-4311 
Sledge Radio & Television 
41° N Caldwelt st 03. Se TUrner-3-3911 


Electric Appliances—Household 
—Repairing 


Newman’s Electric Shop S Caldwell st. TUrner-2- 2631 — 


Electric Contractors | 
Bryant Electric Company 341 King st. TUrner-3-3031 


DEAN PLUMBING & ELECTRICAL 


Times Arcade cor’ i e'snm, ees TUrner-2-2711 
Electric Service Company 
35) E Maiti Stine aarcitinaie cw oe TUrner-2-6741 


(See Advertisement This Classification) 


Duke Power Company 

Office 46 E Main sts... uae TUrner-2-2621 

Sub Station Davidson River..... TUrner-2-4131 

Sub Station 432 W Whitmire st. TUrner-2-4291 
Electric Motors—Repairing 

HAMILTON ELECTRIC MOTOR SERVICE .- 

Hendersonville Hwy .......... TUrner-2-6951 

Electric Motors—Rewinding 


Hamilton Electric Motor Service 
Hendersonville Hwy 


Electric Ranges—See Ranges—Electric 
Electric Refrigerators 
See Refrigerators—Electric 


Engines—Gasoline 


BRIGGS & STRATTON 
GASOLINE ENGINES 


FACTORY APPROVED 


SALES-SERVICE. Za i 
World’s best-selling, single cylin- 
der, lightweight, air-cooled  en- BRIGGS &STRATTON} 
gines, 4-cycle for easy starting, i Se 


extra reliability —- 1 to 8.4 hp. 
For farm. home, industry. 


“FOR INFORMATION CALL” 


SERVICE DEALER 
Brevard Auto Parts 


2125 Brdad*st.2% eo ke TUrner-3-4201 © 


ate aiaetoerees TUrner-2-6951 


i Mo ie : ; | v1 
ener a Fe I a eT eT gee ee ey EO RT ee ete em Ey Lee RL ee ee aes 


Sa! Oa or tee eee 


Excavators—See Contractors—Excavating 


Exterminating & Fumigating 
- ORKIN EXTERMINATING SERVICE 


SCIENTIFIC PEST CONTROL 
Rats - Roaches - Ants 
SURETY - BONDED TERMITE 
CONTROL = Insured by One 
of America’s Leading Bonding 
Companies. 

Free Inspections—Convenient Payments 
“World’s Largest Pest Control Co’’—Est. 1901 


“FOR INFORMATION CALL” 


Orkin Exterminating Co Inc 
777 Biltmore ave Asheville N C 
- (Call Collect-Reverse the Charges) 
Ask Operator for..... Asheville N C-3-6435 


Farm Equipment 
B & B Feed & Seed Company 
0 ANTS PEC (00 ay ee TUrner-2-3911 


Farm Supplies 


Farmer's Federation 103 E Main st. TUrner-2-2231 


Farms 


Thomas Gladiolus Farm 
Davidson River oe. 00. oe TUrner-2-5311 


Federal Offices 


See Government Offices—Federal 


Feed 


B & B Feed & Seed Company 
PZ AG AStON Stivers! ore TUrner-2-3911 
-Farmer’s Federation 103 E Main st. . TUrner-2-2231 
Fertilizers 
B & B Feed & Seed Company 


Pe GAStON St aes oer es es TUrner-2-3911 
Filling Stations 


See Service Stations~Automobile 


Fire Departments 


Brevard City of 
FIRE DEPARTMENT 


Deke OMAR Sie ooo gies a8 TUrner-2-3131 
Floor Surfacing Machines 
—Renting 
Brevard Hardware 7 E Main st...... TUrner-3-1221 


Flooring—Hardwood—Wholesale 
; Carr Lumber Company Pisgah Forest. TUrner-3-4431 


Floors—Material. & Laying 
ROBBINS LIFETIME FLOOR PRODUCTS 


ROBBINS ALL PURPOSE TILE THAT 
REQUIRES NO ADHESIVE. Lifetime 
Vinyl, Rubber Tile and Terra Tile in 
all colors, designs and styles. Insist 
on Robbins for beautiful floors. 


“FOR INFORMA TION CALL” 
DEALER 
livder Floor Covering Service 
Call For Free Estimates 


Hendersonville N C (Toll Chg) 
Acie OOtitoltar. «2: Hendersonville N E7885 


Excavators—Garages 11 


Florists 


HILLT@P FLORIST Rosman Hwy. . . TUrner-3-1121 
Tankersley’s Florist 


LL2WiMainistioveeretne TUrner-2-3421 
Freight Lines—Motor 
See Motor Freight Lines 
Frozen Foods Locker Service 
Farmer's Federation 103 E Main st. . TUrner-2-1781 
Fuel Oil-See Oils—Fuel 
Fumigating 


See Exterminating & Fumigating : 


Funeral Directors 
MOORE FUNERAL HOME 


104 E Jordan ist. OU. eee: TUrner-3-1311 
Osborne-Simpson Funeral Home 
Pao oe Malneste st cas TUrner-3-2421 
Furnaces 


LENNOX WARM AIR HEATING SYSTEMS——— 
any other make! There is a 
LENNOX Warm Air Heating Sys- 
smal! — for gas, oil or coal. LENNOX dealers are trained 
experts — always at your service for prompt installation, 


More families buy LENNOX than LENNOX 
tem to fit your needs — large or 
cleaning and repairing. 


“WHERH TO BUY IT” 


‘ SALES & SERVICE 

Martin & Jones Sheet Metal Works 
403° N-Caldwellst.icccc cos TUrner-3-1111 
If no answer call........... TUrner-2-1792 


Furnished Rooms 


See also Boarding Houses 


Pierce-Moore 235 W Main st....... TUrner-2-6421 
Furniture 
Abercrombie’s Home Furnishings 
102: Ni Broadssticis. eo 3 ek S TUrner-2-5421 


ABERCROMBIE’S HOME FURNISHINGS 
“Prices Are Born Here, Raised Elsewhere” 
COMPLETE FURNISHINGS 
FOR ANY ROOM IN THE HOME 
FROM THE MOST COMPLETE 
FURNITURE STORE 
IN WESTERN N. C. 
102: N:-Broad sts s,s Soka 5 TUrner-2-5421 


Burgin Furniture Company 


Hendersonville Hwy .....++ee- TUrner-2-6132 

Houston Furniture Co 
Sea OSE Wall SCstc a. f siete 6 aie TUrner-2-2241 

Pearlman’s Furniture Store 

Pea AUMOSES: ccm icks loc s pueias ie oreo TUrner-3-1921 
PISGAH FURNITURE COMPANY 

Pisgah, FOreStics sans eiete.e ates eo TUrner-2-1511 
Reid Furniture Company 

123 AV Malet st 23 Sees aes TUrner-2-4311 

Garages 


Brevard Amoco Service 42 N Caldwell. TUrner-3-1211 


HOGSED AUTO CO Rosman........ UNion-2-7111 
K & M Auto Company 128 W Main st. TUrner-2-2611 


This Classified Telephone Directory 


“tells where to buy it.” 


12 Gas —Grocers 


Gas—Bottled 
RULANE-SUBURBAN GAS SERVICE” 


SUPERIOR 
DEPENDABLE 
ECONOMICAL 


For 
HOMES - FARMS 
RESTAURANTS - INDUSTRY 


“WHERE TO BUY IT” 


SUBURBAN RULANE GAS CO 
701 Biltmore av Asheville N C 
(Toll Chg) Ask Opr For. Asheville N C-3-6391 


Gasoline Filling Stations 
See Service Stations—Automobile 


GLASS 


STORE FRONTS 
MIRRORS 

PLASTIC PANELS 
RESIDENTIAL GLAZING 
PAINTS and VARNISHES 
TABLE TOPS 
JALOUSIES 


Jennings Glass (o.,9ne. 
(Toll Chg.) Ask Operator 5 | 1 1 


For Hendersonville, N. C. 
119 S. MAIN 


GROCERIES 
MEATS 


FROZEN FOODS 


The Best In Service” 


FRUITS SEA FOODS 
FRESH VEGETABLES 


DELIVERY SERVICE 


DIAL 
TU rner 2-3241 


SCOTT'S 
SUPERETTE 


49 W. Main 


BREVARD N. C. 


General Merchandise 


Patton’s Store Pisgah Forest.......TUrner-3-4851 
Gift Shops pty 

Brevard Jewelers 15 E Main st. .+.. TUrner-2-1801 
Glass 


Jennings Glass Co Inc — 
119 S Main Hendersonville N C 
(Toll Chg) Ask Operator 
FOU co hapa solos eee Hendersonville N C-5111 
(See Advertisement This Classification) 


Golf Courses—Public 


Brevard Country Club Country Club rd.TUrner-2-1333 — 


Government Offices—City © 


Brevard City of 151 W Main st ‘Ss 
Clerk’s Office: 65 et een ee TUrner-2-4911 
Fire. Department) teccsoy se bs eee TUrner-2-3131 
Police “Station occ a.ouhe oe nes TUrner-2-2121 
RadiogRoem 2; ee. <1 renee TUrner-2-6101 


Government Offices—County 


Transylvania County of 
Accountant's Office 12 E Main st. TUrner-2- 6021 
Clerk of Court 12 E Main st..... TUrner-2-2131 
Farm Agent Post Office Bldg..... TUrner-2-1711 
Health Office 63 W Main st... .TUrner-2-4121 
Jail 12*6> Mal’ sti. 25; 28 eens TUrner-2-3311 
Register of Deeds 12 E Main st. . TUrner-2-3021 
Sheriff's Office 12 E Main st..... TUrner-3-4111 | 
Tax Collector 12 E Main st..... TUrner-2-2321 


Government Offices—Federal 


U S Government 
A S C County Committee 
12 EB: Mataastecs.cs oe seee TUrner-2-361 1: 
Forest Service 
Davidson River Warden Station. TUrner-2-1682 
Equipment Depot (2... ui. 3. TUrner-2-1684 
Ranger: Station AP vob osha TUrner-2-1681 © 
Local “Draft: Boards 2s. aun os TUrner-3-4811 


Government Offices—State 


North Carolina Forest Service 
Rich Mountain Fire Tower...... TUrner-3-3982 
North Carolina State Highway Commission — 


Equipment Garage Calvert....... UNion-2-7294 


Maintenance Dept Calvert....... UNion-2-7292 — 

Prison Camp No 1410 Calvert....UNion-2-7293 
Grocers 

A & P Grocery 4 E Jordan st....... TUrner-2-2821 


BURTON’S STORE Pickens Hwy... 
CASH & CARRY SUPER MARKET 


Harold’s Super Market 

Hendersonville Hwy .......-.. . TUrner-2-1812 ~ 
Hilltop Grocery Rosman Hwy....... TUrner-3-3221 © 
Kearns Grocery 400 N Caldwell st. . TUrner-3-4411 


McAmis Grocery N Caldwell’st..... TUrner-2-3561 
Mull’s Grocery 34 S Broad st....... TUrner-2-5111 
Orr’s Store Asheville Hwy.......... TUrner-2-1698 


RECP eee TUrner-2-6131 
Pisgah Trading Post: Pisgah Forest. . TUrner-3-1802 — 
Scott’s Superette 49 W Main st..... TUrner-2-3241 P 


Pine Ridge Grocery 
‘Hendersonville Hwy 


(See Advertisement This Classification) 
Sitton’s Store Pisgah Forest........ 


Grocers—Wholesale 


Cash Wholesale Grocery E Jordan st. TUrner-2-3481. 


“UNion-2-7511 
AL EA Main st eerie ce er -, TUrner-2-3411 | 


. TUrner-2-4932 
Talley’s Store Penrose....:...:... Urner-3-1579 
Worley’s Store Asheville Hwy....... TUrner-3-1584 } 


: 
a 


Guns—lInsulation 13 


Guns Soe 
Brevard Hardware 7 E Main SE ads TUrner-3-1221 


Hair Treatment—See Scalp Treatment 


Hardware 


B & B Feed & Seed Company 
' TIES Coston ste ase aks oe TUrner-2-3911 
Brevard Hardware 7 E Main st..... TUrner-3-1221 
. Farmers Supply Company 


TH OW (Malini: sts’. seeiekt onkiwnrds TUrner-2-2721 
McCrary Home & Auto Supply 
WV NARI SE a) ciao) ost Caio platens TUrner-2-1611 


-Hardware—Builders 


BREVARD alpha COMPANY . 
RG RANGESE Hie Sopa si. TUrner-2-1911 


Hearing Aids 
ZENITH HEARING AIDS 


New 3-transistor models meet ev- 
ery hearing aid need. Outstanding 
features, performance, convenience! 
Low. price, small operating cost. 
1-Year Warranty, 5-Year Service 
Plan. By makers of Zenith TV, 
_ radios. 10-DAY MONEY-BACK GUARANTEE 


. “WHERE TO BUY THEM” 
VARNER’S DRUG STORE 


THE ROYALTY 
QF HEARING 


Broad. at Jordana. 2s... see. TUrner-3-3311 


Heating Apparatus 
COMBUSTIONEER AUTOMATIC HEATING 
EQUIPMENT 
Complete line of automatic 
equipment for every home 
heating need. Combus- 
tioneer Low and High Pres- aie 
sure Oil Burners — Gas 
Burners — Stokers — ai 
Humidifiers. 
“WHERE TO CALL” 
Martin & Jones Sheet Metal Works . 
405-N-Gaidwel st... oS... TUrner-3-1111 


Heating Apparatus—Oil Burning 
See Oil Burners 

Heating Contractors’ 
See Contractors—Heating 


_ Hospitals 


TRANSYLVANIA COMMUNITY HOSPITAL 
Visiting Hours-Mornings 10:30 To 11:30 
Afternoons-2:30 To 4:00-Evenings 7:00 To 8:30 - 

531 Country Club rd 


Administrator's Office ......--.. TUrner-3-3141 

Dietary Department ........... TUrner-3-4922 

SB GPAROEYS sc odie cicbtl iene Sy aie TUrner-3-4921 

Bases: “DeSK soo vartek cee coe s TUrner-3-3021 
Hotels 

Colonial Inn 410 E Main st......... TUrner-2-3101 


LAUREL LAKE INN & COTTAGES 
Hendersonville, N. 

NATURAL SAND BEACH 
IDEAL FOR FAMILIES 
Swimming - Canoeing - Badminton - Table 
Tennis - Croquet - Hiking - Horseback Riding 
Adjacent to Golf Course 
Rate Includes Meals and Beach Privileges 

Hendersonville (Toll Chg) 
Ask Opr for. Hendrvl-3627 
If No Answer Dial 9275 


_ PIERCE-MOORE 235 W Main st. . . TUrner-2-6421 


Ice 
BRIDGES COAL & OIL CO . 
ENG SEA coe raha tg Bes sci. Gait TUrner-2-5121 
Ice Cream 
BILTMORE DAIRY FARMS 
Hendersonville Hwy .........- TUrner-3-2321 


Insulation Contractors—Cold & Heat 

: EAGLE INSULATING GO Rosman N C.Union-2-7140 
See Advertisement This Classification) 

Your advertisement in the Yellow Pages 

will bring results at a small cost to you. 

For information call your local Tele- . 

phone Business Office. 


"ASK OUR SATISFIED CUSTOMERS” 
EAGLE 


co. 


iT PAYS” 


mall 


“IT DOESN‘'T COST, 


e SAVES UP TO 40% 
OF ALL FUEL BILLS ° 


Call Us For Free Survey Today 


“BILL” OWEN 


ALSO FOLDING ALUMINUM AWNINGS 


ROSMAN, N. C. 


THESE: PAGES 


contain the answer to your buy- 
ing problems. No matter what 
you want, if it's available, you'll 
find who sells it right here in the © 
YELLOW PAGES. 


Get the 
Yellow Page Habit! 


14 


Insulation Material 


ER COMPANY 
ages eee se Lapp cunts ere TUrner-2-1911 


Rockwool Insulating Co- 
Technical Bldg Asheville N C (Toll Chg) 
AskicOpreTOhu voor ds ces Asheville N C-3-1321 
(See Advertisement: This Classification) 
Superior Insulation Company 
Rea simi il N C (Toll Chg) 
Hendersonville 0 
- Ask Operator For..... Hantersonvitie N C-9841 _ 
(See Advertisement This. Classification) 


ANSWER PROMPTLY 
Delay i in answering may mean that you 
miss an important call. The person 
calling may decide that no one is es 
and. Hens up. 


_Insulation—Interior 


oe 


LET SUPERIOR HANDLE IT 


~@ BLOWN ROCK WOOL 

> @ ALUMINUM SCREENS 
CALL US ANY TIME 

L. R. Hipp - Local Representative 


Toll Chg. Ask Operator For 
HENDERSONVILLE 
DAY 


NIGHT 
9841 OF 4853 


SUPERIOR INSULATION 
COMPANY 


WADE S. BOLING - Owner 
711 MAPLE HENDERSONVILLE, N. C. 


BLACK ROCK 


WOOL HOME | 
INSULATION 


COOLER IN SUMMER 
WARMER IN WINTER 


SAVE UP TO 50% ON FUEL 
CALL US FOR A FREE 
SURVEY 


NO DOWN. PAYMENT 


“JOE BLOW” 
(Toll Chg - Call Collect) Asheville, N. C. 3-1321 


ROCKWOOL INSULATING CO. 


TECHNICAL BLDG. ASHEVILLE, N. C. 


Insurance 
Brevard Insurance Agency 
Shuford FE © 
Orr OH 
Melton R W- (Buddy) 
15° Wi Malnisti 2) Beet ee. TUrner-2-6811 
Case Frank H Pisgah Forest........ TUrner-2-6681 


Jerome & Summey 6 S Caldwell st: 
NATIONWIDE INSURANCE 


Formerly Farm Bureau Insurance ptt le, 
' Nationwide Mutual! Ins. Co. 

Nationwide Mutual Fire Ins. Co. 
Nationwide Life Ins. Co., - 
Columbus, 0. 2 

2 


AUTO, CASUALTY, FIRE AND LIFE koe «of 
P 
“WHERE TO BUY IT” 


Stephens Carl W 


Waltermire Hotel Lobby. . “TU rner-2-1561 


Nationwide Insurance Companies 
Waltermire Hotel Lobby.. 
STATE FARM INSURANCE 
Famous careful-driver auto insurance 


at rock-bottom rates. We insure more [| 
cars than any other company. 


Fast, fair claim service. 7000 agents 
in U.S. and Canada. 
Also life and fire insurance; residence liability. 


“FOR INFORMATION CALL” 
AGENT 


. TUrner-2-1561 


STATE FARM 


INSURANCE 


Paxton Wood N Broad st........ TUrner-3-2351 . 


Walker Insurance Agency 
S27 W ilordanist 244200. eee TUrner-2-3191 


Insurance—Automobile 
ALLSTATE AUTO INSURANCE 


You're in good hands with Allstate. 
Founded by Sears Roebuck and Co. 
Famous for: 

e Fast, fair settlements 

© Nationwide claim service 

e Illustrator Policy 

e Easy Payment plan 

Now serving more than a milion policyholders 


“FOR INFORMATION CALL” — 


AGENT 
Case Frank H Pisgah Forest. . 


Insurance—Bond 


Brevard Insurance Agency 
15 W 


Insurance—General 


Farm Bureau Insurance Co 
See Nationwide Insurance Companies 


Interior Decorators 
See Decorators—Interior 


THE VOICE WITH A SMILE 


Every day many pleasant voices go over 
the telephone—many, many thousands 


of them. It seems the number is growsl 
ing all the time. The reason for this is 
that most pecple realize the social and.” 
business value of “The Voice With AD 


Smile.” 


.. TUrner-3-2021 ~ 


. . TUrner-2-6681 ¥ 


Malnsstes Jone os eae TUrner-2-6811 | 


ee ee ee ee Cee Fe en Ee ee ee ne 


a 


Se ae ee 


ee = a eee 


Jewelers Ae tas 
Baker’s Jewelry Store 4 W Jordan st. TUrner-2-6321 
Brevard Jewelers 15 E Main st...... TUrner-2-1801 
- McFee Jewelers 10 S Broad st...... TUrner-2-6911 


(See Advertisement This Classification) 
Parson’s Jewelry 17 W Main st... ..TUrner-2-5021 


Kitchen Equipment 
Gravely’s Plumbing Co King st....... TUrner-3-3032 
DISPOSER 


YOUNGSTOWN KITCHENS 
JET-TOWER 
DISHWASHER ae 
CABINET SINKS : 2 
BASE AND WALL CABINETS 
WHERE TO BUY THEM 


FOOD WASTE 


DEALERS 
Abercrombie’s Home Furnishings - 
B02 MN Broad stance TUrner-2-5421 
Pisgah Furniture Company 
Pisgah Forest ...-...+.+-- TUrner-2-1511 


Laundries 
BREVARD LAUNDRY & COAL COMPAN 


We Specialize in Nurses 
Uniforms, Shirt Service and 
Ladies Cotton Dresses 
Family Laundry - Cleaning 

Coal 


404 Whitmire .........-.-- TUrner-2-3231 


eee ee 

MICY’S LAUNDRY 343 King st..... TUrner-3-2541 
(See Advertisement This Classification) 

Nu Way Cleaners 250 N Caldwell st. . TUrner-3-2111 

Superior Cleaners 118 W Main st.. . TUrner-3-4131 


-Laundries—Self Service 

‘Launderette The 212 S Broad st... TUrner-3-3641 
Lawyers-See Attorneys 

Loans 


Pisgah Industrial Loan Co Inc 
POT We Mainsst vate pees TUrner-2-3361 


Lockers—Frozen Foods 
See Frozen Food Locker Service 


Lumber 
BREVARD LUMBER COMPANY 346 King st 


UBusiness Office. ccs. eee ee ces TUrner-2-1911 


Lumber—Wholesale 


Carr Lumber Company Pisgah Forest 


RVIEINESSOfICE . oS ais s'e' x be al Slee TUrner-3-4431 
General Superintendent ........ TUrner-2-6601 
Manager's Office ......+..- .. eT Urner-3-3921 
Rese ae eres ee wate e TUrner-2-2141 


PCN erent Os vee 8 Te 
Advertise your store. Cash in on the 

money being spent for nationally ad- 

_vertised goods. Have your store listed 

in the Yellow Pages under a Trade 

Mark heading. This definitely links 

aie store with trade mark merchan- 
se. ide 


eee Ree ere a eee a eee e eee ee en mre i TERI 


343 KING ST. 


Jewelers—Lumber 15 


WE FIX 
SICK TICKS — 


“The Old Reliable“ — Est. 1898 


TUmer 2-6911 


10 S. BROAD ST. BREVARD, N. C. 


DRY CLEANING SERVICE 
‘COMPLETE 


DIAL 
TU rner 


"Pick Up and Delivery” 
Family and Commercial 
NEATLY-DONE — 


BREVARD, N. C. 


16 Machine—Motor 


-MACHINE SHOP 
SID 


BARNETT 
AT PISGAH FOREST 


Electric & Acetylene 
Welding 


We Can Do 
Anything and Everything 
That. Is 
Expected In A Machine 
Shop 


BARNETTS MACHINE 
SHOP 


Be «TU mer 2-4021 


Mrs. W. L. Baughn, Manager 


NEW MODERN MOTEL 


Commercial Men Always Welcome 


——— TURNER ————— 


2-4031 


BREVARD 


Machine Shops | 


Barnett’s Machine Shop 4 fl 
Pisgah. Forest}: 268 oi08 cP TUrner-2-4021 9 


(See Advertisement This Classification) — 
Machinery 
Power Equipment Company 


 Perench Broad. ste, n'a ucts ).. TUrner-3-1421 4 
Machinists-See Machine Shops 4 
Meat Markets 


Scott's Superette 
Delivery Service 
Quality Meats & Complete Line of Groceries 


49 Wo Main Sto. ota: ++. TUrner-2-3241 
Milk a 
Biltmore Dairy Farms . 
Hendersonville Hwy .......... TUrner-3-2321 


Morticians—See Funeral Directors _ 
Motels : 


See also Tourists’ Courts 


Deerfield Motel N Caldwell! st....... TUrner-2-4031 a 


(See Advertisement This Classification) 
HILLTOP MOTEL Rosman Hwy... 
(See Advertisement This Classification) 
Sunset Motel S Broad st.......... TUrner-2-1301 


Motor Courts - 
See Motels; Tourists’ Courts 


Puzzled About Number? Check Di- 4 
rectory 3 


HILLTOP 
MOTEL 


Mr. and Mrs. James Parker “Owners” 


e FREE PARKING FOR GUESTS 
e PRIVATE BATHS 
e FAMILY ROOMS 
e STRICTLY MODERN 
e PLAYGROUND FOR 
CHILDREN 


High Grade “A” Rating 
Call For Reservations 


TUrner 3-1121 


ROSMAN HWY. BREVARD, N. C. — 


“TUrner=3-1121 


Motor Freight Lines 


Blue Ridge Trucking Co 
pq Sty a V0 Bley ap C0) op TEN aN eee Ori ee TUrner-3-1961 


- BLUE RIDGE TRUCKING CO” 
Daily Service to Hendersonville, Brevard, 
Pisgah Forest, Rosman, Canton and Con- 
nections in Asheville For Chicago, New 

York and All Points North 


SURFOAGHSES swale nc ed eek ot TUrner 3-1961 


Motor Trucks 


See Automobile Truck Dealers 
Motors—Gasoline—See Engines—Gasoline 


Movers 

See Also Transfer Companies 

AERO MAYFLOWER LONG DISTANCE e. 

MOVING SERVICE 
Moving Service to all 48 states ° 
and Canada — quickly with 
trained drivers, modern vans and «drowns pumitune movers 
undivided responsibility for safe 
delivery. Warehouse agents in all key cities. AMERICA’S 
FINEST MOVING SERVICE. i 
“WHERE TO BUY IT” 

Ingle Transfer & Storage Co 


44 Valley st Asheville N C (Toll Chg) 
Ask Operator for... .Asheville, N C-2-2731 


Siniard’s Transfer Co ‘Boyleston rd... TUrner-3-3301 
(See Advertisement This Classification) 


Music Instruction 
Brevard Music Foundation Inc 


PYODErGI SL LENCs eck s © oe e's 5.0 TUrner-2-1111 
Transylvania Music Camp 
Probart St *Ext: e225 66. viene TUrner-2-1111 


News Dealers 


Grogan’s News Stand 3 E Main st....TUrner-2-5981 
Jones News Stand 6 S Broad st....TUrner-3-3541 
~ Ward’s News Stand 5 W Main st. . TUrner-3-1021 


Newspapers 
Transylvania Times Times Arcade... TUrner-2-4111 


Oculists-See Physicians & Surgeons (MD) 
Office Supplies 


TRANSYLVANIA TIMES 
DUMES GALCAGC oor ates eens s 5 .. TUrner-2-4111 


ole 


RY 


Oil Burners 
COMBUSTIONEER OIL BURNERS 


Low and High Pressure Oil 
Burners for all types of heat- 
ing plants. -Get the extra 
advantages of the combus- 
tioneer dLP’ Low Pressure 
Oil Burner. ‘ Automatic warm 
air furnaces—gas burners— 
stokers—humidifiers. 


“WHERE TO CALL” 
Martin & Jones Sheet Metal Works 


403 N Caldwell st........ TUrner-3-1111 


—Oils—Fuel 
BRIDGES COAL & OIL CO King st. . TUrner-2-5121 


(See Advertisement This Classification) 
- (Continued Next Page) 


Motor—Oils 17 


~SINIARD'S 
TRANSFER CO. 


© Moving 

® Sand 
© Stone 

© Blocks All Sizes 
® Ditching 
® Bulldozer Work 

® Traxovator Work 

Dial 


Umer 3"3 SUL 


IF NO ANSWER CALL 2-3281 


Household Goods 
Our Specialty 


Boyleston Rd. 
Brevard, North Carolina 


FUEL OIL 
AND KEROSENE 


FARM DELIVERIES ON GASOLINE 
GULF OIL PRODUCTS 
A Clean-Burning, High Grade Fuel 
Delivered Promptly to Your Tank 
Metered Delivery Service 


DIAL BREVARD 


TU mer 2-5121 


BRIDGES 
COAL & OIL CO. 


AT DEPOT 


18 Oils—Piece 
Oils—Fuel—(cont’d) 


Perkins Oil Company Burrell av...... TUrner-3-3791 
(See Advertisement This Classification) 


Oils—Petroleum 
PERKINS OIL COMPANY Burrell av.TUrner-3-3791 


Opticians 
Fluharty’s Opticians 
35 Battery Park ave Asheville, N C 
(Toll Chg) Ask Operator 
FOr ai Sia eee weet Asheville, N C-3-0171 


(See Advertisement This Classification) 


Optometrists 
McGuire Frank B Dr 60 W Main st. < . TUrner-3-2741 
Roland E 0 Dr 20 W Jordan st..,..TUrner-3-4641 
Paint 
Bonnell’s 62 W Main st..........-- TUrner-2-1921 
BREVARD LUMBER COMPANY 
346 King. Stir ee dete oe TUrner-2-1911 


DEVOE PAINT— 


BONNELL’S 62 W Main. st... TUrner-2-1921 


McCrary Home & Auto Supply 
30: WiiMalnv sth: 5 ie eivic ate TUrner-2-1611 


McGINNIS MILBURN 1 Main st... . TUrner-2-3141 


Painters 


McGINNIS MILBURN 1 Main st... .TUrner-2-3141 


Paper Hangers 


McGINNIS MILBURN 1 Main st.. - TUrner-2-3141 


SES TET 


PERKINS OIL CO. 


HEATING oJ 


Motared Speen 
DIAL TURNER 


DAY 3-3791 ~—s nian 3-13 81 


Office — 404 Whitmire 
Plant — Burrell Av., Brevard, N. C. 


Your Doctor’s 
Prescription 
Accurately. 
Filled 


Glasses 
Repaired 
& Reruvied 


Same 


“GUILD” 
OPTICIANS 


FLUHARTY’S OPTICIANS 


Corner Battery Park and Page Ave. 
Toll Chg. Ask Opr. For Asheville 


35 BATTERY PARK AVE. 
ASHEVILLE, N. C. 


3-0171 


Paper Products | 
Ecusta Paper Corporation 
Pisgah Forest ......2c.ce cece TUrner-2-5511 


Patrol Service | 3 
Private Patrol Inc N Caldwell st.. . . TUrner-2-2781 


Pest Control & Fumigating 


See Exterminating & Fumigating 
Petroleum—See Oils—Petroleum 


Pharmacists-See Druggists 


Phonograph Records 


McFee Jewelers 10 S Broad st..... TUrner-2-6911 


Photographers 
Austin’s Studio 11 E Main st....... TUrner-3-3111 


Photographers-Commercial 

AUSTIN’S STUDIO 

ALL BRANCHES OF 
PHOTOGRAPHY 


Records - Sheet Music 
KODAKS — FILMS — SUPPLIES 


Eastman Agency 
ET Dae MUN isola staiehcie aoetite TUrner-3-3111 


Physicians & Surgeons (MD) 


Boyer Norman Dr a 
26° Wdotdanst ee soci ai cine TUrner-3-1301 


Folger John R Dr 30 W Jordan st. . . TUrner-3-3811 
If}inO “answer! Gall sacha tenieet aks TUrner-3-2471 
Lfsno-answer call. 2 Bois Seay Seat TUrner-3-4751 

Gasque Mac Roy Dr . 

Ecusta Medical Center........ TUrner-3-3211 


Lyday Wilson Dr 232 S Caldwell st. . . TUrner-3-3201 
Lynch G B Dr 43 W Main st....... TUrner-2-2921 

Newland Charles Dr 
Ofc Hrs 10:00 AM To 1:00 PM 
3:30 PM to 5 PM foe 
30 W Jordan st.............. 1) Urner-3-3811 


If no answercall oo. e eke TUrner-3-4751 
Tf no ‘answer calls? 2 a ae TUrner-3-2471 
Sader Julius Dr 15 E Jordan st...... TUrner-2-1241 
Residence Grandview .......... TUrner-2-1161 
Ifno answer:diab: 2 ui. Ae TUrner-3-3631 
Stokes RL Dr 24'W Main st........ TUrner-3-1101 
Stricker R L Dr 15 E Jordan st..... TUrner-2-1241 
Residence Country Club Circle. . . TUrner-3-3631 


If no answer: dial ges coe TUrner-2-1161 

Wilkerson J B Dr 
Ofc Hrs 9 AM To 12:00-2 PM To 5 Except 
Sundays By Appointment 


12 WG MATH Ste es age eee TUrner-2-5171 
If no’answer: calles bh. 2 AS TUrner-2-5271 
Pianos | 
Harmon's Piano Shop S Broad st..... TUrner-3-4791 


LEWIS PIANO HOUSE 
OSs 
BALDWIN - ACROSONIC 
CHICKERING - WURLITZER 
BALDWIN and WURLITZER 


ORGANS 
TUNING and REPAIRING 
75 N Market st (Toll Chg) 
Ask Opr for. Asheville N C-5396. 


Piece Goods 
See Department Stores 


Plumbers 
Brevard Plumbing Company 
EOIN ste FODALE: ISL « feoishaces os ae sauapeeirs TUrner-2-3811 
- BREVARD PLUMBING COMPANY 


PLUMBING and HEATING 
CONTRACTORS 
STOKERS and OIL BURNERS 


Shop and Office Located at 34% S. Broad St. 
Over Mulls Grocery 


FOOOW sProbart Stiz<. ose 5's TUrner-2-3811 


DEAN PLUMBING & ELECTRICAL 
MIWES ACA |< meee Be ek eas ey es TUrner-2-2711 
(See Advertisement This Classification) 
Gravely’s Plumbing Co King st...... TUrner-3-3032 
(See Advertisement This Classification) 
Pressley & Osborne 
W French Broad st........... TUrner-3-2121 
(See Advertisement This Classification) 


Plumbers’ Supplies 
Williams Louis & Sons 
701 7th av East Hendersonville N 
(Toll Chg) Ask Opr for. etareavilic N C-3188 
(See Advertisement This Classification) 


Post Offices 


See Government Offices—Federal 


Power Companies 
See Electric Light & Power Companies 


Printers. 
TRANSYLVANIA TIMES 
“Prize Winning Newspaper” 


QUALITY PRINTING 
At Low Cost 
OFFICE SUPPLIES 
Of All Kinds 


Ties Wee ss TUrner-2-4111 
Pumps : 
Gravely’s Plumbing Co King st....... TUrner-3-3032 
Radio Broadcasting Stations & 
Companies | 
WP NF Hendersonville Hwy....... TUrner-3-2611 


Radio Dealers 
McFee Jewelers 10 S Broad st...... TUrner-2-6911 


Plumbing and Electrical 
Supplies 


e FIXTURES and APPLIANCES 
e PIPE and COLUMNS 
@ STRUCTURAL STEEL 


@ USED PLUMBING FIXTURES 
e PIPE THREADING SERVICE 


SURPLUS and SALVAGE MATERIALS 


Louis Williams & Sons 


Toll Chg. Ask Opr. For 


101 7th AVE., EAST 3188 
HENDERSONVILLE. N. c_MENDERSONVILLE 


Plumbers—Radio 19 


PRESSLEY & OSBORNE 
PLUMBING & HEATING 


CONTRACTING 
and REPAIRING 


WINKLER 
LOW 
PRESSURE 
OIL BURNERS 


Sales and Service 


e PLUMBING e REPAIRS 
e HEATING @ CONTRACTING 


OIL BURNERS — STOKERS 


SINKS and BATH ROOM 
FIXTURES 


STATE LICENSE 


srevann Umer 3-2121 


W. FRENCH BROAD ST. 


DEAN PLUMBING & 
ELECTRICAL 


PLUMBING - HEATING and 
ELECTRICAL CONTRACTORS 


OIL BURNERS 
HEATING EQUIPMENT and PLUMBING SUPPLIES 
— STATE LICENSE — 


mer 2-201] 


TIMES ARCADE BREVARD, N. C. 


Gravely's Plumbing Co. 


CONTRACT WORK BY THE HOUR 
ELJER FIXTURES 


AMERICAN STANDARD 
STATE LICENSE 


REPAIR WORK 
PROMPT SERVICE 


J. C. and J. E. Gravely’s, Owners 


BREVARD TU rner 3-3032 


If No Answer Dial 3-2602 
KING ST. 


BR Dae 5 : a, 
gees Chicken 
Kitchen 


CURB SERVICE 


CHICKEN IN THE BASKET 


“Barbecue Our Specialty” 
Charlie OQwenby - Owner 


TU rner 2-6231 OPEN 7 DAYS — 9: A.M. to 1: oer) 
N. BROAD ST. BREVARD, N.. GC: 


/ GALLOWAY’S RESTAURANT — 


HOME OF COUNTRY HAM and WESTERN STEAKS 


«' & a TA Ll ia: | ‘ 
© ,G00D FOOD Bf 


P. G. BIKAS 


Prop. 


-TUrner 2- 1621 


12 S. BROAD ST., BREVARD, N. C. 


Radio Service 
Sledge Radio & Television 
- Guaranteed Repairs—Pick-Up & Delivery 
ALN. Caldwellst: 9... TUrner-3-3911 
Radio Stations 


See Radio Broadcasting Stations & Companies 


Railroads 


Southern Railway Company 
PPO DGE SU cciel oc ker a Lie wees TUrner-3-2821 
Southern Railway Company : 
Pisgah Forests 360.45 vee st TUrner-2-4321 


Ranges—Electric 


Pearlman’s Furniture Store 
Pere aiains Stowe. os oa bo. TUrner-3-1921 


Real Estate : 
Melton Robert W 15 W Main st....TUrner-2-6811 


Orr OH 15 WeMain st. a. TUrner-2-6811 
Walker Insurance Agency 
Bee lOrgan Stes. ce ee ce ee TUrner-2-3191 
Wilson’s Agency Real Estate & Insurance 
PRPTSOTOAG SEs ics ce Sc kee so TUrner-2-6841 
Records—Phonograph 


See Phonograph Records 


Refrigerated Motor Truck Service 
See Motor Freight Lines 


Refrigerators—Electric 


INTERNATIONAL HARVESTER 
REFRIGERATORS AND FREEZERS 


See the “femineered’’ Refrigerators, WS 
and I.H. Home Freezers, in sizes and N 
models to fit all families, kitchens, 
budgets. More features—more value— 
5-yr. warranty on “Tight-Wad’’ Re- 
frigeration unit. N 


“WHERE TO BUY THEM” 


Reid Furniture Company 
123 W Mainest oso 22.4 2287 TUrner-2-4311 


McCrary Home & Auto Supply | ‘ 
30 W Main st....--..-..--.- TUrner-2-1611 


. Restaurants 
Brevard Bowling Center. 


Chicken Kitchen N Broad st........TUrner-2-6231 
(See Advertisement This Classification) 
Gaithers Restaurant 34 S Broad st. . TUrner-3-4211 
Galloway's Restaurant 12 S Broad st. TUrner-2-1621 
(See Advertisement This Classification) 
Mack’s Dairy Bar Pisgah Forest..... TUrner-2-5482 
Sam’s Drive In Hendersonville Hwy. - TUrner-2-1041 


Southern Grill Rosman...........-. UNion-2-7132 
Road Service—Automobile ' 
See Automobile Road Service 
Roofers | 
Martin & Jones Sheet Metal Works: 
PRMOSN Caldwell-sti 2 ose TUrner-3-1111 


Roofing Materials : 


EVARD LUMBER COMPANY 
As 346 King st.......- cara TUrner-2-1911 


Radio—Schools 21 
Rugs 


Morris-Collins 
523 Merrimon ave Asheville N C 


(Toll Chg) Ask Opr for. ..Asheville N C-3-8227 
(See Advertisement This Classification) 


Salary Buyers—See Loans 


Sand 


Siniard’s Transfer Co Boyleston rd. ..TUrner-3-3301 


Savings & Loan Associations 
Brevard Federal Savings & Loan Association 


6<S) Caldwellistic eacceta es TUrner-3-2021 
Sawmills 
Gloucester Lumber Co 
Rosaries ee ees aay UNion-2-7451 
SAW ee nee ete ears TUrner-2-1077 


WStONes cakes ne Miu aes a TUrner-2-1075 
Holden F H Mill Works Railroad av. . TUrner-3-1132 
Penrose Lumber Company Penrose. . . TUrner-3-4293 


Scalp Treatment 
Talley’s Beauty Shop 17 W Main st. . TUrner-2-3122 


Schools 
Brevard College 501 N Broad st 
Business. iC ate. os ore cee 8 TUrner-3-2941 
Cafeteria seus sca wate TUrner-2-5392 
DG AN SOFC cr etc niens ccotusiooe cuss TUrner-2-4301 
Giels* Doping ets ts cite ok ...- TUrner-2-5382 
Infitiary e258 vines By Shier ats TUrner-2-5394 
RDfarye ee oo a a TUrner-2-5393 
Presidentés Ofc. i. ckecis es TUrner-2-4301 © 
Public Relation’s Ofc.......... TUrner-3-2942 
Registrars Ofe See... .o ae. TUrner-3-2942 
havior Hallie d:..2 os eral au ea darens TUrner-2-5381 


Transylvania County School System 
Board of Education 12 E Main st. TUrner-2-4611 
Brevard Grammer S Gaston st... .TUrner-2-2901 
Brevard Grammer Cafeteria 


Moraancst 0 ace oaks oiele TUrner-3-4741 
Brevard High 353 S Broad st..... TUrner-2-4721 
Brevard Primary School.....-.. TUrner-2-6061 
County School Garage Calvert... .UNion-2-7291 
High School Supply Room....... TUrner-3-1061 
Penrose School Penrose........ TUrner-3-4294 
Pisgah Forest Pisgah Forest..... TUrner-3-1741 
Rosman Elementary School 

ROSMAM 4 Sian. cae ae wee UNion-2-7102 
Rosman High School Rosman..... Union-2-7101 
Straus Harry H Boyleston rd..... TUrner-3-2131 


Schools—Music—See Music Instruction 


Here in the Yellow Pages you'll find a 
quick answer to buying problems. | 


RUGS 


“FOR YOUR EVERY NEED” 


¢ BIGELOW 
® WUNDA WEVE 
e CABIN CRAFTS 


CARPETS and RUGS 
We Are Proud To Guarantee the 


Quality of Our Lines of Nationally 
Advertised Carpeting and of Our 
Modern Installation Metheds 
Against All Defects in Material and 
Workmanship. 


MORRIS-COLLINS 
(Toll Charge) Ask Opr For 3-8227 


523 MERRIMON AVE. ASHEVILLE, N. C: 


22 Seeds—Surgeons 


Seeds 


B & B Feed & Seed Company 
12 °S* Gastar sta fo, was. TUrner-2-3911 


Farmer's Federation 103 E Main st. . TUrner-2-2231 


Selective Service Boards 


U S Government 
Local Draft Board 10 S Broad st. TUrner-3-4811 


Service Stations—Automobile 


Bank’s Amoco Pisgah Forest...-... TUrner-2-4931 
Batson’s Esso Service 153 E Main st. TUrner-2-5973 
Boyd’s Esso Station 


Hendersonville Hwy aa Letitia TUrner-2-4801 
-BREVARD AMOCO SERVICE 
ue Ni. Galdwell wo cathe ces TUrner-3-1211 


(See Advertisement This Classification) 
Harden’s Esso Service 103 S Broad st.TUrner-2-2021 


BREVARD 
AMOCO SERVICE 


Eugene Wilson, Mer. 
Courtesy Cards Honored 


BATTERIES — 


AMOCO and SPAN-O-LITE 
TIRES — LEE 
FULL TIRE RECAPPING 
ACCESSORIES 
CAR WASHING 
LUBRICATION 
PICK UP and DELIVERY 


ROAD SERVICE 


MECHANIC ON DUTY 


DIAL TU rner 3-1211 


42 N. Caldwell Brevard, N. C. 


WARLICK 
SIGN SERVICE 


NEON SIGNS 


BUILDERS and ERECTORS 
RAISED LETTERS 
Toll Chg. Ask Opr. For Hendersonville 


6913 


E. FLAT ROCK 
Mail Orders - P.O. Box 47 - Hendersonville, N. C. 


Service Stations—Automobile | 
—(continued) — 


Hendrix Service Station oe 
163° We Malet. ooh esi shee TUrner-2-6301 
Johnson Service Station Pisgah Forest.TUrner-2-4201 
McCall’s Esso Service Pisgah Forest. TUrner-2-4202 — 
McCrary Auto Service Inc.......... TUrner-2-1321 
- Owenby Brothers Amoco E Main st. .TUrner-2-3291 
Patton’s Gulf Service S Broad st....TUrner-2-6211 
Ray’s Shell Service Rosman......... UNion-2-7377 


RED DIAMOND SERVICE STATION 
Ni Broad: sto si ke aa ha aes TUrner-3-1402 
Smile Oil Company N Broad st...... TUrner-2-6232 
Wilma’s Texaco Service Station ‘fm 
ROSNANS oes Baek uu eehte ee Cosmaiatens UNion-2-7131 


Sewing Machines 
ELNA PORTABLE SEWING MACHINES— 


EPTING A F APPLIANCE. eis 
See Necchi-Elna Trade Mark 
This Classification For Nearest Dealers 
2116 Thrift road Charlotte N C x 
(Toll Chg) Ask Operator ae 
Tish gia eae otomcl tan prereset Li Zc CharlotteNC 


NECCHI-ELNA SEWING MACHINES 


See for yourself this 
advancement in automatic 
sewing before you buy 
any sewing machine. For 
demonstration call or 
visit authorized dealers 
listed below. 


“WHERE TO BUY THEM” 


HOUSTON FURNITURE CO . a 
53255 bMains Sts sa ates TUrner-2-2241 


Sheet Metal Works 


Martin & Jones Sheet Metal Works a 
AOS N“Catawell- sti. set eae TUrner-3-1111 


Shoes—Childrens 


TRANTHAMS DEPARTMENT STORE rE 
LOL ES Wan Sta en ee TUrner-3-2221 o 


TSEWING CIRCLE 


Sightseeing Tours ™ 
Safety: Cabs ©: dordanssts ids hides TUrner-2-3721 


Signs 
~ Warlick Sign Service | 

E Flat. Rock Hendersonville Box 47 
Hendersonville N C (Toll Chg) (a 
Ask Operator For..... Hendersonville N C-6913 
(See Advertisement This Classification) eal 
Signs—Window i 
McGinnis Milburn 1 Main st........ TUrner-2-3141 a: 
Social Service Organizations 

See also Associations 


Transylvania County of a, 
Welfare Department 12 E Main st.TUrner-2-6221 


State Offices 

See Government Offices—State ae 
Surgeons—See Physicians & Surgeons (MD) 
Today and every day look in these Yel- _ 
low Pages when you don’t know where 
to buy. | / i 


Tanners 


Transylvania Tanning Company — 
95 Cashiers Valley rd — 


Gener as OTICEciek ere eng wee TUrner-3-4821 
MMacRinie: SHOE. ss -- a0 beet Sgix 8 TUrner-3-3821 
President’s Office .......-..-.. TUrner-3-4021 


Bem ANOS eiiiria's ie ws coe TUrner-2-5821 
Tax Matters 


See Accountants; also Attorneys; also Tax 
Return Preparation 


Tax Return Preparation 
Eller Thomas R Jr 3 W Main st..... TUrner-2-4341 


Taxicabs 


Bailey's Taxi Service S Oaklawn av. . TUrner-2-3251 
(See Advertisement This Classification) 

CHV GA0sS Broad sti Go gc is ecev TUrner-2-6661 

Corn’s Taxi Service 33 W Main st. . TUrner-3-3411 
(See Advertisement This Classification) 


Killian’s Cabs Carver st........... TUrner-2-6411 
Safety Cabs E Jordan st.......... TUrner-2-3721 
(See Advertisement This Classification) 

Stat taxi & Main st.>...... 0. See TUrner-2-2811 


(See Advertisement This Classification) 


Telegraph Companies 
Western Union N Caldwell st....... TUrner-3-1411 


Telephone Companies 
CITIZENS TELEPHONE COMPANY 
Bee Probate St fc o55-s, ci. sas « TUrner-3-1511 


Television Receivers 
L & H Appliance Co 15 S Broad st... TUrner-3-1601 
SLEDGE RADIO & TELEVISION 


MOTOROLA and R.C.A. 


Radios and Television 


Sales - Service - Installations 


at ON Caldwellstie ccs oo... TUrner 3-3911 


Television Receivers—Servicing 


BRYANT ELECTRIC COMPANY 
BAL RING SE ae retire. kas TUrner-3-3031 


Termite Control 
_ ORKIN TERMITE CONTROL SERVICE 


SURETY - BONDED TERMITE 
CONTROL — Insured by One 
- of America’s Leading Bonding ~ 
Companies. 
Convenient Monthly Payments 
FREE INSPECTIONS 
Scientific Pest Controi—Est. 1901 


“FOR INFORMATION CALL” 


Orkin Exterminating Co Inc 
“World’s Largest Pest Control Co’’ 
777 Biltmore ave Asheville N C 
(Call Collect-Reverse The Charges) 
Ask Operator for.... .. Asheville N C-3-6435 


Theatres 


Brevard Drive-In Theater 

Hendersonville Hwy .........- TUrner-2-4401 
Co-Ed & Clemson Theatres 

OT WIEN, Stucceik & a ace oe TUrner-2-2191 


Tanners—tTheatres 23 


TAXI 


prevazn TU mer 2-325 
BAILEY’S TAXI SERVICE 


COLORED 
S. OAKLAWN AY. 


CORN’S 
TAXI SERVICE 


Prompt — Dependable 
Service 


Reasonable. Rates On 
Sightseeing Tours 


DIAL TU rner 3-3411 


33 W. MAIN ST. BREVARD, N. C. 


SCENIC TRIPS 
® Smokies ® Mt. Pisgah @ Mt. Mitchel 
® Caesars Head ¢@ Chimney Rock 
e Cherokee 


TAXI 


SAFETY CABS 


DIAL TURNER 


2-3721 or 2-666! 


Obie and Walt 
E. JORDAN ST. BREVARD, N. C. 


31 Years Service 


SINIARD’S 


TAXI 
prevarp }U rner 2-2811 


SIGHTSEEING TOURS OF INTEREST 
E. MAIN ST. 


24 Tile—Tires 


Tile Contractors—Non-Ceramic 
MBER COMPANY 
Lae Rind st aba yy aera fie TUrner-2-1911 
Tillage Equipment 


See Farm Equipment 


Tires 


Coleman Tire & Recapping Company 
N: Caldwell stces ot is ah ae TUrner-3-4491 


GOODRICH B F TIRES 
\B.E Goodrich 


New and Used Tires - Recapping - Tire Service 
“WHERE TO CALL” 


Blue Ridge Recapping Service 
1915 Chimney Rock rd 
Hendersonville N C (Toll Chg) 
Ask. Opr for... 20% Hendersonville N C-5642 


LIFE-SAVER 
TUBELESS TIRES 


Hendrix Service Station 
£63 Ws Mala ste ieee TUrner-2-6301 


HANG UP GENTLY 
Thoughtless slamming of the receiver 
may appear like an act of discourtesy 
to the person to whom you have been 
talking. You don’t mean it, of course, 
but it may leave the wrong impression. 


Tires—(cont’d) 


LEE OF CONSHOHOCKEN TIRES | 


Tires and Tubes 
Accessories 
Batteries 
Recapping 


“WHERE TO CALL” 
FACTORY BRANCH 


Brevard Amoco Service 
42 NCaldwelliav scat pee. TUrner-3-1211 


se e e a 
Tires-Recapping & Retreading ‘ 
BREVARD AMOCO SERVICE f 
42"N Caldwell 028.3 Fae TUrner-3-1211 
Coleman Tire & Recapping Company x 
Expert Recapping & Retreading ? 

NE Caldwell "Stic at ieee TUrner-3-4491 

(See Advertisement This Classification) a 

e e e PF 
Tires—-Recapping & Retreading | 4 


Materials 


ROBBINS PREMIUM QUALITY TREAD RUBBER ~ ; 


For Greater Satehy and Longer Wear 
nsist On. 
ROBBINS PREMIUM QUALITY 
TREAD RUBBER 
Grade “A” Cold Rubber 
Air-Craft Tread Rubber 


Manufacturers Of ROBBINS 
PREMIUM QUALITY TUBES 


“WHERE TO BUY IT” 
Coleman Tire & Recapping Company 


N .Galdwefl: ste. (2h aes TUrner-3-4491 4 


COLEMAN TIRE & RECAPPING 
COMPANY 


Leslie Coleman, Owner 


DISTRIBUTOR FOR 


Ss 


o> 
3 


A? be 
4a 


TU rice 


3-449] 


N. CALDWELL ST. 


+ VULCANIZING 


sk RE-CAPPING 


% WHEEL BALANCING 


BREVARD, N. C. 


a a’ 
Be bt eet 


SLES LO | See ee 


_ Tourists’ Courts 
See also Motels 
-Lake Sega Rosman Hwy........... TUrner-2-3871 


Pisgah Motor Court 
Hendersonville Hwy .....-.... TUrner-3-1751 
© Tourists’ Homes 
_ Darlington Inn 315 E Main st....... TUrner-2-3921 
Virginia Lodge N Caldwell st....... TUrner-2-2651 


- Tours-Sightseeing 
See Sightseeing Tours 


Transfer Companies 

See also Movers 

Siniard’s Transfer Co Boyleston rd... TUrner-3-3301 
Truck Lines—Motor 
- See Motor Freight Lines 


Trucks—Automobile 
See Automobile Truck Dealers 


Undertakers—See Funeral Directors 
‘United Service Organization (USO) 


See Social Service Organizations 


United States Government Offices 


See Government Offices—Federal 


Universities-See Schools 


- Venetian Blinds 
FLEXALUM TWI-NIGHTER BLINDS 


Make any room NOT JUST 

DIM — BUT DARK. Complete 

privacy, light and ventilation Geant 
control. Custom-made of fa- 

mous Flexalum spring-tempered aluminum slats, easy 
wipe-clean plastic tapes, whisper-quiet operation. Over 
200 color combinations. Free estimates. 


“WHERE TO BUY THEM” 
DEALER 


Abeeceombte s Home Furnishings 
WON BRBAd Stoo. eee owls TUrner-2-5421 


Waffle Shops—See Restaurants 


- Wallpaper © 
McGINNIS MILBURN 1 Main st... . TUrner-2-3141 


Wallpaper Hangers—See Paper Hangers 
Watches-—Repairing 


Brevard Jewelers 15 E Main st..... TUrner-2-1801 
McFee Jewelers 10 S Broad st..... TUrner-2-6911 


Welding 
_ BARNETT’S MACHINE SHO 


WELDING 
Electric and Acetylene 


Portable Equipment 
Machine Shop 


Pisgah: Forest 3.8 Seh4).5..'. TUrner-2-4021 


4 Welfare Agencies 


See Social Service Organizations 


Tourists’—Welfare 25 


Get the 


bey Bie 


of shopping 


with the aid 
of the 


Yellow 


Pages. 
They'll save 
you time, 
trouble 


and money. 


Rush Job? 


When men 
or materials 
are needed 
ina hurry, 
you can rely 


on these 


Yellow Pages 


to locate 


them quickly. 


26 Well—Women’s : 
: Well Drilling—Water 


Merrill Well Drilling Co .......... Tener 2.2861 
(See Advertisement This Classification) 


THE 
DEALER Women’s Apparel 


Schulman’s Department Store ar 
685 ES Main ist.) see eee TUrner-2-4211 
Y O U Slack’s AE Maine stuc eres ayers TUrner-2-6541 ~ 

In answering the telephone, the Eng-_ : q \ 
W A N T || lish say “Are you there?” Some people — 
| say, “Hello.” But in business organiza- — 

d h ° tions the correct answer is the name of — 

an is the company or the department or the 


name of the individual who answers the | 
telephone. 


telephone 


number 


They’re right here in the Yel- 
low Pages. Look first in the 
Yellow Pages for 


Advertising 


This Directory - 
is Used by 
Thousands of 
_ Buyers 
365 Days 
‘Each Year 


..emergency service 


..special brands 


..the nearest dealers 


.. business telephone numbers 


WELL DRILLING 


DEEP WATER WELLS FOR 


HOME - FARM - INDUSTRY 


TEST WORK 
BLAST-HOLES 

NEW and USED PUMPS 
REBUILDING - REPAIRING 
TERMS ARRANGED 

COMPLETE INSTALLATIONS 
MODERN EQUIPMENT 

ALL WORK GUARANTEED 

e SERVICE ON ALL TYPE PUMPS 


DIAL TUrner 


2-286 1 


| JACUZZI SALES 
PUMPS SERVICE 


MERRILL WELL DRILLING CO. 


BREVARD, N. C. 


Wrecker Service—Automobile 
Goodwill Motor Co Inc 220 S Broad st. TUrner-3-3611 
(See Advertisement This Classification) 
- Hogsed Auto Co Rosman........... UNion-2-7111 
McCrary Auto Service Inc N Broad st. TUrner-2-2311 
(See Advertisement This Classification) 


Yard Goods—See Department Stores 


Looking for something? When you 
want to buy some product or service 
and don’t know where to get it, look in 
these Yellow Pages. Here you'll find 
a complete guide to local merchants, 
dealers, and professional people listed 
by product or service, so you can find 
what you want in a hurry. 


—— 


7. 


HERE’S A TIME-SAVING 
SUGGESTION 


. Look in the Yellow Pages of the 
Telephone Book 


-_ The Yellow Pages tell you where you 
can find the things you need. Your 
neighborhood stores, your industrial 
suppliers and Mother's favorite shops 
are all listed in the reliable Yellow 
Pages. | 


SURVEYS SHOW THAT 
9 OUT OF 
10-USE THE 


YELLOW ‘PAGES 
Ts YOUR: Advertisement in: This 


Classified Directory Where People 
Look for You? 


Wrecker—Yard 2/7 


AUTHORIZED 
SALES and SERVICE 


ny as 
PONTIAC TRUCKS ; 


on 24-HOUR 
(> WRECKER SERVICE 


— HEAVY DUTY WRECKER 
COMPLETE AUTO REPAIRING 
ON ALL MAKES 
® BODY and FENDER WORK 
DIAL 


BREVARD TU rner 3-361] 


NIGHTS CALL TURNER 3-1661 

IF NO ANSWER DIAL TURNER 2-1131 
IF NO ANSWER DIAL TURNER 2-4095 
IF NO ANSWER DIAL TURNER 2-4031 


GOODWILL 
MOTOR CO., INC. 


220 S. BROAD ST. 


Te apr 
Sys “iaeh 


SERVICE 
SALE AND SEW TC 


GENUINE : 
PARTS 


OFFICIAL 
A.A.A. 
SERVICE 
e GENERAL REPAIRING 
On All Makes of Cars or Trucks 


@ BODY and FENDER WORK 
@ WHEEL ALIGNMENT 


DIAL ~ 


BREVARD TU rner 2-2311 


NIGHTS CALL - 2-2351 


McCRARY 
AUTO SERVICE, INC. 
N. BROAD ST. 


Your Complete 
Buyers’ Guide 


The quickest, easiest way to find out “who sells it” or 
who will do the job is to turn to the Yellow Pages 
in the back of this directory. 


Consult the Yellow Pages to find out — | 


Who sell goods you want to buy. 
Who render services you may need. 


Who handle “trade-mark” products. 


The Yellow Pages list every business and professional 


telephone. They’re a handy meeting place for buyer | 
and dealer. 


LOOK IN THE YELLOW PAGES 
WHEN YOU WANT TO BUY 


28 
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